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Distribution of the Duration of Fades 
in Radio Transmission: 


Gaussian Noise Model 


By S. O. RICE 
(Manuscript received November 29, 1957) 


The fluctuations of a received radio signal due to fading are assumed 
to behave like the envelope of narrow-band Gaussian noise. Estimates 
of the distribution of the fade lengths for various depths of fades are given, 
and relations which may be useful in analyzing fading data are derived. 
A similar problem involving the separation of the intercepts of the noise 
current itself, instead of its envelope, 1s also discussed. 


I. INTRODUCTION 


When a radio transmitter sends out a steady sine wave of very high 
frequency the signal received far beyond the horizon is no longer steady. 
‘The envelope of the received signal fluctuates in an irregular manner 
and may go through several maxima and minima in a second. These 
fluctuations have been studied by many people.* For observations 
extending over fifteen minutes or so, the variations in the size of the 
envelope follow, approximately, a Rayleigh distribution. For observa- 
tions extending over a month, the distribution of the hourly medians 
is roughly normal in decibels with a standard deviation of 8 or 10 db. 
There are also seasonal and diurnal variations. 


* In this paper we shall make use of the data given by K. Bullington, W. J. 
Inkster and A. L. Durkee.! 
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Here we shall be concerned mostly with the short-term Rayleigh 
fading. In particular we shall be interested in the distribution of the 
lengths of fades, i.e., in the lengths of the intervals‘during which the 
signal remains below some specified level — the lower the level, the 
“‘deeper’”’ the fade. 

We shall assume, in our calculations, that the envelope of the re- 
ceived wave is the same as the envelope of a Gaussian random noise 
current having a narrow, normal-law power spectrum centered on the 
transmitter frequency.* Under suitable conditions the distribution of 
the fade lengths approaches a limiting form for deep fades and the exact, 
form of the power spectrum becomes unimportant. 

Although the results obtained from the Gaussian noise model do not 
always agree with the rather meager available experimental data, they 
do show general trends. Moreover, a process of averaging over the 
parameters given in Section IV suggests relations between the depths 
of fades and their durations which may be of use in analyzing fading 
data. 

Our method of studying the duration of fades may be described as 
follows. We first find an expression which approximates the distribution 
function in the region of short intervals. This is done by using the method 
developed in Section 3.4 of Ref. 2 for dealing with the intervals between 
the zeros of a random noise current. The second step is concerned with 
the very long intervals. Although it seems to be generally accepted 
that the probability of a fade exceeding a great length 7 decreases as 
exp (—aT'), no convenient method of calculating the exact value of a 
is available-as yet. Here we more or less ignore this difficulty by using 
a method which amounts to plotting, on suitable coordinates, our ap- 
proximation for short intervals and then extrapolating by eye so as 
to obtain a “reasonable’”’ looking curve. This method is described in 
Section VI. It turns out that the slope of the extrapolated curve at 
the origin gives the value of a. Needless to say, the reader should regard 
these portions (the long fade portions) of our distribution curves merely 
as estimates. | 

In Section II we state some known results regarding the frequency 
and average duration of fades based on the Gaussian noise model. Sec- 
tion III lists the main results obtained in the later sections. In Section 
IV some of the results set forth in Section III are applied to radio 
fading problems and comparisons with experimental data are given. 
Section V is concerned with the lengths of the intervals during which a 
 * This power spectrum is obtained when the propagation is assumed to result 
from randomly moving scatterers having a Maxwellian distribution of velocities. 


Even if the power spectrum is not normal most of our formulas will still hold, 
but some of our curves will no longer apply. 
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Gaussian noise current /(t) exceeds some given value J. Although the 
material in Section V is not directly related to the fading of the envelope, 
it is of interest in its own right and serves to set the stage for the work 
of Section VII, which deals with the intervals during which the envelope 
R(t) of I(t) lies below some given value R. A discussion of the computa- 
tions is given in Section VIII. Several known results concerning the 
separation of the zeros of a simple Markoff process are listed in Section 
IX and their relation to the present work is pointed out. 

II. THE AVERAGE DURATION OF A FADE 


Here we shall state several known results regarding the fluctuation of 
a Gaussian noise current /(¢) and its envelope R(t).* Let the mean square 
value of [(¢) be b (6 is the same as Y and bo of Refs. 2 and 3). Then 


probability 7() > I = 41 — P(b”)], (1) 
probability R(@) > R= «™", (2) 


where P(x) is the error integral 
2 a 
P(x) = eral me | a (3) 


Let w(f) be the power spectrum of J(é) and 6 be the —y” of Ref. 
2 so that 


p= [ w(fensy a. (a) 


Then, according to a result due to Mark Kac, the expected number of 
times per second /(¢) passes upward across the level [(¢) = J is 


Nr = 5 (6/5)"e"™. (5) 
Tv 


The average length of the intervals during which J() > J is the quo- 
tient of (1) and (5): 


i = w(b/aye" 1 — PUTO”), 
i~ 7 (2n/8)"”, I>v" |) 
1/2 


E~ 2a(b/p) 7c, Il<-—-b 


* See Refs. 2 and 3, where reference is made to the earlier work of V. D. Landon, 
K. A. Norton and others. 
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where the first asymptotic value follows from 


ere /2 


an’ 
The corresponding results for the envelope run as follows.* Let w(f) 


be confined to a narrow band and be symmetrical about the midband 
frequency fo , and let 8, be the be of Ref. 3 so that 


aL Pes z>>l. (7) 





Be = Aa? | wlA(S — fa) af. (8) 

Then the expected number of times per second ?(t) passes downward 
across the level F is 

Nr = (6,/20)'"(R/b)e. (9) 


The average length of the intervals during which R(t) < F is, from 
(2) and (9), 


t = (b/R) (27/8,)7(e""” — 1). (10) 
When & becomes small 
t — (R/2) (2/6,)"”. | (11) 


In most of the following work we shall set b equal to 1 so that 


PO == | w(f) df = 1. (12) 
When this is done we have 
t/to [1 — P(D] exp (I’/2), 
N,/No = exp (—1’/2), 


where No denotes the average number of upward crossings, per second, 
across the axis J(é) = O and & the average separation of the zeros of 
I(é). Table I gives values of these ratios. They do not depend upon the 
power spectrum w(f). 

The ratios corresponding to (18) for R(é) are 


t/t = (er a 1)/R(e” aT, 1) ~~ 1.54 (eR? = 1)/R, 
Nr/Ni = R exp [U1 — R’)/2] & 1.649 Re #?, 


(13) 


I 


(14) 





*K. A. Norton and his colleagues have considered more general fading prob- 
lems in which the received wave contains both a steady sinusoidal component and 
a Rayleigh-distributed component. 
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TABLE I — AVERAGE DURATIONS AND 
Crossina Rates — I(t) 


I/rms I(t) t/to N1/No Nyt 
—5 536 , 674 3.738 X 10-6 1 — 2.87 X 107 
—4 5,962 3.35 X 1074 0.999968 
—3 180 0.0111 0.9986 
—2  «*14.4 0.135 0.977 
—1 2.77 0.607 0.841 
0 1.000 1.000 0.500 
1 0.523 0.607 0.159 
2 0.336 0.135 0.0228 
3 0.2438 0.0111 0.00135 
4 0.189 3.35 X 1074 3.17 X 1075 
5 0.154 3.73 X 10-8 2.87 XX 1077 


where é, and N, refer to the level R = 1. Other reference levels some- 
times used are 


median R = (2 log 2)'” = 1.1774 +--+ & 1.18, 
average R = (r/2)"?) -& 1.25, (15) 
rms R = 2”? ey 1Al. | 


Thus, instead of the second of equations (14), it is sometimes convenient 
to use 


Nr _ 2k Rn _ 2k (; R?2/ Ry? 
Nag ts ~ Ba XO ; 


where Nm and Rm refer to the median level. In (14) and (15) the value 
of b is unity, ie., rms Z(t) = 1, Z(d) being the noise current whose en- 
velope is R(t). Table II gives values of the ratios (14). Just as in the 
case of I(é), these ratios do not depend on the power spectrum. 


TABLE II — AVERAGE DURATIONS AND 
Crossina Rates — R(2) 


R/rms I(E) tft, Nr/N1 Nrt 
0.125 0.0967 0.2045 0.00778 
0.25 0.1957 0.3995 0.0308 
0.5 0.4105 0.7275 0.1175 
1.0 1.000 1.000 0.3935 
1.18 (median) 1.309 0.9731 0.5000 
2.0 4.924 0.4462 0.8647 
3.0 45.74 0.0550 0.9889 
4.0 ' 1148 0.002212 0.999665 
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III. GAUSSIAN NOISE RESULTS —- NORMAL-LAW POWER SPECTRUM 


Let I(t) be a Gaussian noise current with the power spectrum 
2 


a V2 





wf) = gree (16) 
so that the mean square value of J(¢) is b = 1. When J(¢) crosses upward 
through the level J the probability that it will remain above J for more 
than 7 seconds may be denoted by F(u, J). Here 


u= r/t, 
i = (2c) [1 — P()] exp (7’/2), (17) 
B = (2re)’, 


where # is the average length obtained from (6). 

Fig. 1 shows our estimates of F(u, J) plotted against u for various 
values of J. These curves were obtained by the calculations described 
in Section VIII. As mentioned in the Introduction, the values of F(u, J) 
for the larger values of «w must be regarded as conjectures. Two special 
cases are 


Flu. I > —%) =e", 


18 
F(u,[ > ©) = lat ue) 


and these hold not only for (16) but apparently for any power spectrum 
such that F(u, J) exists. The gradual change of F'(u, J) from an exponen- 
tial form to a Rayleigh form as J runs from — © to + [as indicated 
by (18)] was surmised by D. 8S. Palmer’ from an examination of some 
experimental data.* 

A case which has received some attention in the literature occurs 
when 


w(f) = 8/[L + (xf)Y. (19) 


This power spectrum is unusual because it represents a borderline case 
between a simple Markoff process, for which F(u, /) does not exist, and 
the smoother noise processes, one of which is represented by the w(f) of 
(16). An experimental investigation of the spacings between zeros of 
I(t) when w(f) has the form (19) [and also when w(f) has several similar 
forms] has been carried out by R. R. Favreau, H. Low and I. Pfeffer.® 
-*Mr. Palmer has informed me that the “Note added in proof”? appearing in 
his paper should be disregarded. He has obtained a proof that the Rayleigh form 


is indeed approached at J = ~. His proof is given in our Section V under the 
discussion of equation (66). 
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Fig. 1 — The probability F(u, Z) that Z(t) > I for an interval lasting longer 
than 7. Z(t) has a Gaussian power spectrum and tis given by equation (17). 


D. S. Palmer’ has obtained an approximate integral equation for the 
probability density f(u, 0) = — dF (u, 0)/du which has been improved 
by J. A. Mclfadden.’ McFadden gives curves obtained by solving 
his equation numerically. They agree well with the experimental re- 
sults of Ref. 6. For (19), f(u, 0) appears to approach a value close to 1.25 
as u approaches zero, whereas for (16), f(u, 0) approaches zero. 

The corresponding results for the envelope R(t) may be stated as fol- 
lows. Let I(é) be a Gaussian noise current with the envelope R(é) and 
the narrow-band power spectrum 


wf) = 0 '(2n)*” exp [—(f — fo)’/20°]. (20) 
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When R(é) crosses downward through the level R, the probability that 
it will remain below R for more than 7 seconds may be denoted by 
F,(u, R), where now 


I 


U 


i 


r/t, Br = (210)”, 
(Ro) *(24)*7(e""" — 1), 


and ¢t is computed from (10). 

Estimates of F,(u, R) are given in Table III and the palais of 
these values is discussed in Section VIII. Just as for 7(t), the values for 
the larger u’s must be regarded as conjectures. The special cases corre- 
sponding to (18) are 


FA(u,R—> ©) =e", (22) 
Fu, R—-0) = (2/u)I(2/ru’) exp (—2/rv’), (23) 


where J,(z) denotes a Bessel function of imaginary argument. Again these 
limiting forms do not depend on w(f). The values given in Table III are 
plotted in Fig. 2. It may be shown from (23) that, for small values of 
u, F.(u, R — 0) is approximately 1 — -3;ru’ and, for large values of u, 
it decreases like 2/7u*. Since the é in the w of (23) is given by (11), u is 
proportional to 7/R, and hence F,(u, R — 0) depends on 7+ and RF only 


(21) 


I 


TaBueE III — Esrmartes or F,(u, R) For tat Narrow-Banp, NoRMAL- 
Law Powesr Sprecrrum (20) 


ut R=0 R=0.5 R= R = 1.18 R=2 R= 
0 1.00 1.00 1.00 1.00 1.00 1.00 
0.1 0.995 0.994 0.993 0.992 0.976 0.905 
0.2 0.976 0.974 0.969 0.963 0.885 0.819 
0.3 0.945 0.938 0.924 0.906 0.793 0.741 | 
0.4 0.894 0.884 0.843 0.808 0.711 0.670 
0.5 0.823 0.804 0.733 0.694 0.637 0.606 
0.6 0.729 0.697 0.624 0.598 0.571 0.549 
0.7 0.619 0.588 0.535 0.528 0.511 0.496 
0.8 0.521 0.492 0.464 0.467 0.458 0.449 
0.9 0.429 0.412 0.407 0.413 0.411 0.406 
1.0 0.354 0.343 0.360 0.364 0.368 0.368 
1.2 0.242 0.249 0.279 0.285 0.296 0.301 
1.4 0.171 0.190 0.216 0.222 0.237 0.246 
1.6 0.122 0.149 0.168 0.174 0.190 0.202 
1.8 0.0890 0.116 0.130 0.135 0.153 0.165 
2.0 0.0681 0.0899 0.101 0.106 0.123 0.135 
2.2 0.0535 0.0701 0.0784 0.0826 0.0987 0.111 
2.4 0.0425 0.0544 0.0608 0.0645 0.0792 0.0907 
2.6 0.0340 0.0421 0.0472 0.0504 0.0636 0.0743 
2.8 0.0269 0.0327 0.0366 0.0393 0.0510 0.0608 
3.0 0.0220 0.0253 0.0284 0.0307 0.0410 0.0498 
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. 2— The probability F, (u, R) that R(@) < F for an interval lasting longer 
faa r. R(t) is the envelope of narrow-band Gaussian noise having the power 
spectrum (20). 


through the ratio 7/R. The curves for F,(u, R — 0) and F,(u, R > @) 
cross near u = 5.68, where they both have the valle 0.00340. This be- 
havior is shown in Fig. 4. 


IV. COMPARISON OF THEORY WITH EXPERIMENT 


By combining the average fade lengths given by Table II and the fade 
length distributions F,(u, R) given by Table III, we obtain Fig. 3. In 
Fig. 3 the scales have been chosen so that the median value of R(é) is 
1.18 [see equations (15)], and so that fades below the median last one 
second, on the average. This leads to i: = 0.763 seconds and 8, = 4.53 
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Fig. 3 — Distribution of the duration of fades. R(t) is the envelope of narrow- 
band noise. The time scale is chosen so that fades below the median value of F(t) 
have an average length of one second. 


and makes o = 0.339 in the associated power spectrum (20). When both 
R and 7/R are small, the ordinates of the curves on [ig. 3 are given ap- 
proximately by 1 — 1.7(7/R)’. As R increases, the distribution changes 
from the form shown by (23) to the exponential (22). 

When the available experimental results for rapid fading are studied, 
it is found that some of them seem to agree with Fig. 3, but others do 
not. It is not hard to find reasons for lack of agreement when it does oc- 
cur. One is that we have arbitrarily taken the normal-law power spec- 
trum (20) for our calculations. This gives fade length distributions 
F(u, R) of the sort shown in Fig. 2. These distributions appear to be 
typical of those obtained for w(f)’s which (i) decrease rapidly for fre- 
quencies outside the nominal band and (ii) do not become excessively 
large for frequencies near fo (such frequencies correspond to slow fluctua- 
tions in the envelope). For w(f)’s which do not satisfy these requirements, 
say one which behaves like 


2k 
I Aa t = foy 
when f is near fo , & being very small, the work in Appendix IV suggests 
that the distribution curves have the quite different shape shown in Fig. 


18. When the experimental curves differ from those of Fig. 2, they tend 
to look like those of Fig. 13. 


w(f) = (24) 


DURATION OF FADES IN RADIO TRANSMISSION 591 






































0.06 
0.05 
a 














ce 
0.04 








0.03 








0.02 





0.01 
0.008 


0.006 
0.005 








0.004 








0.003 








0.002 























0.001 
0 0.5 1.0 15 2.0 2.5 3.0 3.5 40 45 50 5.5 60 6.5 


Fig. 4 — Plots of F,(u, R) for special cases. F,(u, R — ©) is given by (22). 
F.(u, & — 0) corresponds to fixed values of the median and fading rate, and is 
given by (23). @(7/R) of (30) corresponds to fixed median but variable fading 
rate. 


A second reason for the lack of agreement is that Fig. 3 refers to 
fixed values of the parameters b and 6, where b'? is a measure of the 
median value (R,, = 1.18b"”) and (8,/b)’” is a measure of the rate of 
fluctuation [the average number of times R(t) passes down across the 
median value in one second is Ne,, = 0.235(6,/b)'”). Actually, assuming 
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the Gaussian noise model to be valid, the values of b and 6, may change 
slowly during an experimental run. When the fluctuation is regarded as 
due to the Doppler effect of moving scatterers, (8,/b)"” is proportional 
to the average speed of the scatterers, which we might expect to be 
roughly proportional to the wind velocity in the scattering region. The 
value of b is the average received power and is proportional to the num- 
ber of scatterers and to the average power scattered to the receiver by 
each. According to this picture, it is not surprising that 8, and b may 
change during an experimental run. 

In spite of all of these uncertainties we shall attempt (perhaps rashly) 
to draw some conclusions from our formulas in the case of deep fades 
( near zero). In this case a few of our formulas take a relatively simple 
form, and we may average over values of b and 8, or otherwise use the 
formulas as a guide. The reader should bear in mind that the statements 
in the remainder of this section are tentative and future experimentation 
may show them to be in error. 

As an example of the averaging process, let us consider the expected 
number of times per second, Nz, the envelope of the received wave 
crosses downward across the value of R microvolts where F is very small. 
When we assume 0 and 8, to have the joint probability density g(b, 8,) 
and take the average of expression (9) (with R so small that the ex- 
ponential term is almost unity), we find that if g(b, 8,) satisfies suitable 
conditions, 


Nr R i I b-"(6,/2m)"” g(b, Br) db dB; (25) 


= RC,. 


Here C, is a constant which depends on the probability density of b and 
6, . By dealing with the probability that R() < im much the same way 
and then dividing by (25), we can show that the average length of the 
intervals during which R(é) < RF is 


ty RC, (26) 


where C2 is a constant of the same nature as C; and RF is again small. 
Equation (25) says that, for a given experimental run, the average 
number of times per minute the signal drops below R/2 microvolts 
should be half the number of times it drops below RF microvolts, R being 
very small. Furthermore, from (26), fades below R/2 microvolts should 
last, on the average, only half as long as the fades below R. These rela- 
tions should hold for small values of R even though the experimentally 
observed ratios for the larger values of R may not agree with Table II. 
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The same sort of argument may be applied to the fade length distribu- 
tion. As R becomes small, F,(u, R) approaches a definite function of 
u = 7/t, say o(u), provided wu is not too large. Let R have the same sig- 
nificance as in (25). Then the probability that R(¢) will remain less than 
R for an interval lasting longer than 7 seconds is approximately 


Rk . —1l Br 2r B, _ 
Na [ i b 37 dz /*| g(b, Br) db dB, = ®(r/R), (27) 


where Nz is given by (25). Thus the probability depends on 7 and R 
only through the ratio r/R when RF is small. The curves of Fig. 3 corre- 
sponding to the smaller values of R show this behavior (as indeed they 
should). For example, the curve for R = 0.125 is obtained almost exactly 
by shifting the curve for R = 0.50 to the left by an amount correspond- 
ing to quartering the fade lengths. 

As an illustration of how the averaging process (27) may change 
F,(u, R), we suppose that the median level remains fixed at R = 1.18 
while the rate of fluctuation changes in such a way as to formally carry 
the normal-law power spectrum (20) over into the power spectrum. 


w(f) = mk [hk + 40° (f — fo)”. 
This particular example is chosen so as to simplify the steps which fol- 
low. Instead of introducing g(b, 6.) and averaging over 8, it is more 


convenient to average over the o of (20). Some mathematical experi- 
mentation indicates that we should take 


(k’/4x°o*) exp [—k?/82°0"|do (28) 


to be the probability that o lies in the small interval do because this 
choice makes the integral from ¢ = 0 too = © of the product of (28) 
and (20) give the required w(f). When we give 8, the value (27c)* in- 
dicated by (21), the ¢ function in (27) becomes 


| vee | (29) 


where we take ¢(u) to be the limiting form of F,(u, R — 0) given by (23). 
The integral (25) now gives Nz = Rk/2 and the integral in (27) becomes 
the integral from ¢ = 0 too = © of the product of (28) and (29). The 
integration can be performed and gives 


B(r/R) = E a hr E - 7 +u4/i+ ale (30) 


where u = kr/R. This is the fade length distribution, when R is small, 
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which results when the median level remains fixed but the rate of fading 
fluctuates according to the law (28). The average value ¢ of the fade 
length works out to be R/k, so that w = 7/ét in (30), in agreement with 
our earlier notation. 

If we were to take o’ in place of o° in (28) (and change the multiplying 
constant) we could obtain a more general, but also more complicated, 
expression for ®(7/R). When v = 2 the power spectrum (24) is obtained 
but the integrals (25) and (27) corresponding to Nz and ®(7/R) do not 
converge. 

The expression (30) is plotted as a function of wu in Fig. 4, along with 
F.(u, R — «) and F,(u, R — 0), given respectively by (22) and (23), 
for comparison. As u increases, (30) ultimately decreases as 2/u’. It is 
seen that the (r/R) given by (30) and F’,(u, R — 0) [from which (80) 
is derived] are quite different in appearance for small values of u. The 
distribution for fixed median and fixed fading rate is I’,(u, R — 0), 
while the (r/R) of (30) corresponds to a fixed median but a variable fad- 
ing rate. It appears from (27) that many different ®(7/R)’s [of which 
(30) is only one] may be obtained by averaging over the median values 
and fading rates with different weighting functions g(b, B-). At this stage 
we are unable to tell from either theory or experiment whether a dif- 
ferent &(7/R) will be required for each set of data, or whether there are 
only two or three universal types of &(7/R)’s which will fit, for small P, 
all kinds of fading data. 

Suppose that we are given a set of experimental results on short-term 
fading. How can we go about analyzing them to see whether they have 
anything in common with our theory? 

One of the easiest things to test is how Nz, the average number of 
fades per second below the level R, depends on F#. According to (25), 
Ne should be proportional to R when RF is small, and, if the short-term 
median value and the rate of fading have remained fixed throughout the 
experiment, the ratios of Nr/N; should agree with those of Table II. 
From (26) the same is true of ¢ and t/t,;. However, when the short- 
term median value and the rate of fading fluctuate, Nr and ¢ should 
still be proportional to R when R is small, but the ratios in Table II may 
no longer hold. It should be noted that Table II lists values of both 
N,/N, and t/t, and it may turn out that one set of ratios will agree 
better with experiment than the other. This may happen because Nz 
and t do not depend on b and 8, in the same way. Ne depends on both 
6, and b, ¢ only on 8,, and the probability that R(t) < R (which, for 
small R, becomes R?/2b) depends only on b. In fact, the deviations from 
Table II and from the Rayleigh distribution should give clues to the 
variation of b and 8, . 
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When experimental fade-length distributions for several levels of R 
are available, it is instructive to plot them on semi-log paper as a func- 
tion of 7/ in much the same way as F,,(u, 2) is plotted as a function of 
u in Fig. 2. As R becomes small the curves should tend to coincide, at 
least when 7/F is not too large. This follows from (27). If the limiting 
curve can be made to coincide with the R = 0 curve in Fig. 2 by chang- 
ing the scale of 7/R, then it is likely that the other curves in Fig. 2 and 
the curves of Fig. 3 will be valid. This indicates that b and £8, did not 
change much during the experiment. 

If, on the other hand, the limiting curve looks like those of Fig. 13 or 
like the ®(7/R) of Fig. 4, the probability of long fades is much greater. 
In this case one should plot on semi-log paper F# times the probability 
that the fade length exceeds 7 versus 7/R’. For large + and small R, the 
points should tend to lie on a common curve, which becomes a straight 
line as +/T” becomes large. This behavior is suggested by one of the con- 
jectures of Appendix IV concerning long fades when w(f) behaves like 
(24) near fy, & being very small (i.e., much power in the frequencies 
corresponding to slow fluctuations). It is assumed that w(f) is still such 
that ¢ exists. or w(f)’s of this sort the conjecture says that when 7 is 
very large and F is small 


P(r, R) = F,(u, R) > 4tkR7 >> eo" (31) 
t=1 


where P(r, FR) is the probability that a fade below level R will last longer 
than 7 seconds. In (31) the median value of R(t) is 1.18 and a; is 77R”, 
ji being the zth zero of Jo(x). 

From (11), ¢ is proportional to R and it follows that RP(7, R) tends 
to be a function of +/R’. This is the basis for the method of plotting 
described above. When 7 is very large, only the first term in (81) is im- 
portant, and it gives a straight line on the semi-log paper. As FR increases, 
a, is no longer given by 5.78 R™. For R = 1, a & 5.0 and for R = 
median = 1.18, a, & 3.25. 

Unfortunately we do not have any clear-cut rules to tell when, as 7 
increases, the fade-length distribution changes from a function of 7/R 
to 1/R times a function of 7/R’. 

Sometimes experimental results are given in the form of curves show- 
ing the average number of fades per hour, say H(r, FR), below the level R 
which last longer than 7 seconds. According to (25) and (27), H(r, R) 
should take the form 3600 N,®(7/R) = CR®(7/R), where C is a con- 
stant, R is small, and 7/R not too large. Under the conditions leading 
to (31), we expect H(r, R) to be of the form ¥(r/R’) when + is large 
and R is small. In fact, if we assume (31) and note that N ef approaches 
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R’/2 [b is one in (31), so that the median value here is 1.18], 
H(r, R) — 7200 k exp [—5.78 kr/R’]. (32) 


Since this expression contains only one parameter, k, and is based on a 
number of assumptions, it is probably too simple to agree well with ex- 
periment. Nevertheless, if the experimental data for H(r, R) passes the 
test of being of the form ¥(r/R’) for large + and small R, it would be 
interesting to go one step farther and see how well the data can be 
fitted by a suitable choice of k in (82). 

It is interesting to examine Fig. 13 of Ref. 1 in the light of the above 
results. This figure, with some dashed lines added, is reproduced here as 
Fig. 5. The three solid lines give the observed (for 505 mc) number of 
fades per hour which were more than 5, 10 and 15 db below the hourly 
median level and lasted longer than the time intervals shown on the 
abscissa scale. The two dashed straight lines labeled (a) show the 5- 
and 15-db curves obtained by applying our results to the 10-db curve in 
the following way. The number of fades per hour of depth R of duration 
longer than 7 seconds is H(r, R) which, when F is small and 7/R not 
too large, may be written as 


H(7, R) = CR&(7/R), (33) 


where C is a constant. The values of R corresponding to the 5-, 10-, 
15-db curves are in the ratio of 1.78, 1, 0.56. Since the curves of Fig. 5 
are plots of H(7, R) versus 7, (83) gives a relation between them. Thus, 
suppose the coordinates (7; , H;) of a point on the R; curve are known. 
Then the coordinates of the point (72, H2) corresponding to the same 
value of 7/R on the R, curve are given by 


2° Tiko/ Ri , 
Hy, = AAR2/Ri . 


The 15-db dashed line (a) was obtained by taking the solid 10-db 
line to be the R,; curve and using (84) with R./R, = 0.56. The 5-db 
dashed line (a) was obtained in a similar way from the 10-db line by 
taking R2/R, = 1.78, even though this may take us into the region where 
our approximation begins to fail. The dashed lines (a) are drawn only 
for the smaller values of +/R because of our assumption that (83) may 
not hold if 7/R is too large. 

Under certain conditions we may expect H(r, R) to depend only on 
the ratio 7/R’ when 7 is large and R is small. The dashed straight lines 
labeled (b) are obtained from the 10-db curve by assuming H(7, R) to 


(34) 
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Fig. 5 — Number vs. duration of fast fades at 505 me. 


be of the form ¥(7/R’) and proceeding in much the same way as in the 
calculation of the lines (a). The lines (b) are drawn only for the larger 
values of r/R” because 7 is supposed to be large. 

The curved dashed lines labeled (c) in Fig. 5 are plots of H(7, R) 
computed from (82), with k chosen so that H(r, R) agrees with the 
experimental 10-db result at the ordinate corresponding to ten fades 
per hour. Since the value of #, 10 db below the median value of 1.18, 
is 0.372, and since s = 3.8 seconds corresponds to ten fades per hour, 
the equation to determine k is 


H(3.8, 0.372) = 10. (35) 


This yields two values of k, namely 0.0018 and 0.0147. The value 0.0147 
was used in plotting the curves (c) in Fig. 5, since the other value gives 
curves with much smaller slopes. 

The difference between the dashed curves in Fig. 5 and the correspond- 
ing solid curves is noticeable. An examination of the original data indi- 
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cates that some of the discrepancy may be due to the fact that, in one of 
the experimental runs, Nez for 10 db exceeds the Ne for 5 db. This 
completely contradicts (25) and is probably caused by the short-term 
median (as measured by the parameter b) temporarily dropping down to 
a low value. This violates our assumption of 2 being “small”. The rela- 
tion between the 10-db and 15-db experimental results seems to agree 
fairly well with the theory, but comparison is difficult because of the 
scantiness of the 15-db data. 

Our results for R(t) may also be compared with some experimental 
results given by R. R. Favreau, H. Low and I. Pfeffer.° Their work is 
concerned with the probability that in an interval of 7’ seconds duration 
there will be at least one fade of depth R which lasts longer than + 
seconds. They express this probability as 1 — exp [— P’(0)f-T], where 
fo is the associated bandwidth, and their P’(0)f, may be roughly equated 
to our N;I,(7/t, R). Although the comparison is not straightforward, 
it appears that there is fairly good agreement for values of PR larger 
~ than 0.25. As R decreases below 0.25 a disturbing discrepancy between 
experiment and theory seems to creep in. The reasons for this are not 
clear. 

Although in this paper we are primarily concerned with rapid fading 
and have been speaking about it in this section up until now, it is of 
some interest to try to apply our theory to the slow fades, i.e., to the 
distribution of the hourly medians. Since the hourly medians have a 
distribution which is nearly normal in decibels, it is natural to compare 
the observed statistics with those of a Gaussian noise current J(¢). In 
this comparison “db above the median” plays the same role as “am- 
peres’’. 

When the fade-length distributions given in Figs. 6 and 7 of Ref. 1 
are plotted on semi-log paper the resulting points tend to lie on straight 
lines instead of on curves shaped like those of Fig. 1. This exponential 
distribution of fade lengths indicates that the power spectrum of J (¢) 
is more like the ones discussed in Section IX and Appendix IV than 
like the normal type shown in equation (16). A stochastic process which 
does have an exponential distribution of fade lengths may be constructed 
by drawing a value at random from a normal universe every hour on 
the hour. However, the successive values in such a process would be un- 
correlated. This is not true for the hourly medians. 

Fiven though we have little justification for doing so, it is interesting 
to compare the separation between the experimental curves for various 
depths of fades with the separation predicted by the analogue of equa- 
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tion (27). The analogue states that the probability of /(é) remaining 
less than —/J for an interval lasting longer than 7 is approximately of 
the form ®(7/) when J is large. According to this rule, the —10-db 
curves in Iigs. 6 and 7 of Ref. 1 may be obtained by shifting the —5-db 
curves to the left by an amount corresponding to changing the time 
scale in the ratio 5 to 10 (or 1 to 2). Actually, a ratio of 1 to 3 would be 
required to agree with the experimental results. The analogue of (81) 
suggests in a vague way that when 7 becomes large, J remaining large, 
the function ®(r7) might change into a function of 7J°. This would 
correspond to changing the time scale in the ratio of 1 to 4. However, 
not much significance can be attached to these figures. 


V. DISTRIBUTION OF THE LENGTHS OF THE INTERVALS DURING WHICH 
Iii) >I 


In Section II we have given expressions for the average length ¢ and 
the expected number per second N, of the intervals during which I(t) 
exceeds the value J. As a first step in finding the probability p(7, I) dr 
that the length of such an interval lies between 7 and 7 + dr, we obtain 
an approximation, p:(7, [) dr, which agrees well with p(7, J) dr for 
small values of 7. The expression p:(7, 7) dr is the probability that, if 
I(t) passes upward through the value J at time ¢, , it will pass downward 
through J in the infinitesimal interval é , & + dr where 2 = + 7. 

An expression for pi(7, 7) may be obtained by the method outlined 
in Section 3.4 of Ref. 2. Thus, the probability that /(¢) will pass upwards 
through the level J in t , 4 + dt, and downwards through J in fp , t2 + de 
is 


6) 0 
== dt, dt, [ aly if dls I,'I.'p(, Ti; is. I), | (36) 
0 — 


where p(1,, Ly, Be I.) denotes the probability density of J(4), and 
I'(t)), I’(t2), I(t) and the primes denote time derivatives. Then 


expression (36) (37) 


Pitty PV Ale r= Soe cen passing upward through lan ta 


and we obtain 


~ 0 
pir, DT) = —20e7?e""” [ dly [ Qo liispddyyds¢D)6 38) 
0 — oo 
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Here @ is given by equation (4) and we have taken b = /%(t) = 1. 
The probability density p(J1, hi’, I’, Iz) is 


Street 1 , r 
(27) °M exp {- aM (Mul? + 2MyelWy, + 2Myslile 
+ 2Mulyle + Moly” + 2MosIy'Ie! (39) 
+ OMal {Is Mule 2M als To Matéh, 


where M;; is the cofactor of the 7jth element in the determinant 


1 0 m’ m 
0 B —m’ —m 
MS) 7 (40) 
m—m B 0 
m —m 0 1 


in which we have simplified the notation of Ref. 2 by writing 


m= r= | w(f) cos 2afr df, (41) 


m’ = dm/dr, m’ = d'm/dr, B = [—m"], . 


The values of the M,,’s and some relations among them are listed in 
Appendix I. When J; and J, are set equal to J and use is made of the 
fact that some of the M;,’s are equal, the exponent in (39) reduces to 
—1/(2M) times 


2(Mu + MyI + 2(Maz + Mu)(IL! — Us!) + Mn(l” + 12”) “ss 
+ 2Mo311'Ie’. 
Replacing J;’, I:’ in (42) by a1 — a1, % — a2, choosing the a’s so as to 
make the first order terms in 2 and x2 vanish and using 
(My + Ma)(1 + m) = m'(Mo2 — M23) (43) 
M = (My + My) + m) — m’(My + Mo) 
gives 
a = —a = m’I/(1 + m) (44) 


and converts (42) into 
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Mo(xy + 22°) + 2Mostize + 2P?M(1L + m)™. 
When the change of variable corresponding to 
x(h — ry? = ay(Moo/M)'" 
yl — °°? = ~a2(Moe/M)'” 
m” (1 — m) + mm” 


B(L — m?) — m” 


I 


T= M23/M ox 


is made in (38) it goes into 
2 - T’ Pi 
= Mog] — an?) 3? 
p(t, 1) = Mop "(1 — mm)” exp E ae | J(r,h), 


where 


rh) = 5+ [ae [aye — Wy — We, 


ies mI ? — a (oh=a" 
~Ll+mbL Me , ~ : 


BL — m) — m”, 


Mx 


2 2 
_— & ty — erry __o5-1-2/,2 2 
Z2= Ose Q¢s (e@ + y' — 2ray), 


and we have used 
Oa m)M = Moy" — Mog’ = Me'(1 m ry, 
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(45) 


(46) 


(47) 


(48) 


(49) 


(50) 


J(r, h) may be expressed in terms of the tabulated double integral 


K(r, h) -= | ax [ dy e 


as follows. We have 


2 e = s (ry — xe’, 
Ox 
i e=s (re — ye’. 


Elimination of the y terms on the right leads to 


0 0 2 ant 
(2+ r2\e ma re. 


(51) 


(52) 
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In much the same way, elimination of the x and y’ from the second 
partial derivatives aie 


Ox? 


When the integrand in J(r, h) is written as (zy —ha —hy +h’)e’ 
and use is made of (52), (53) and the symmetry in x and y, we obtain 


Ee + rs: i+ i+ er » oe = eye — 7é’: (53) 








J(r,h) = Se [ale (tas 7) a 
: 2rs Ji h oy? Oxdy 
-- r+ 2h(1 + r) 5; + | e (54) 
he 
= + )K (I + (6/2n) exp | — A] — nome" — PO) 
where P(a) is the error integral defined by (8) and 
L— pl}? he a + he 
: atest a ae P) 


Values of K(r, h) may be obtained from tables® of d/N. This is true 
because d/N is the function of the three variables r, h, k obtained from 
the right-hand side of (51) by changing the lower limit of integration 
in the y integral from h to k. The tables do not extend to negative values 
of h, and K(r, h) for these values must be obtained from 


K(r, -h) = K(r, h) + P(h). (56) 
From (56) it may be shown that 


M2 


pilr, —I) co rrr, I) + ang mie 





ze 
Vr 


r i 
oe E ~ Y + = | 


where h depends on J in accordance with (48). 
The following special values of K(r, h) and J(r, h) may be derived 
directly from known results. 


1. When h = 0 


G + R)P(A) + 
(57) 


—1 
cos J 
; 0 < cos 
2a 





K(r,0) = ; — 
(58) 
J(r,0) = rK(7r,0) + a 
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2. When r = 0 
eo | a=h, 


K(0,h) = 41 — P(A), 


~ 


(59) 
J(0,h) = (1 — P(A)] - @ayemel 


3. When r approaches unity from below we have, in the limit, 
s=0, a= 0, 
K(1, h) = 4{1 — P(r)], (60) 
J(1,h) = 2701 + AL — P(A] — Ar) Me”, 
4, When h approaches — ©, K(r, ©) approaches one and J(r, h) is 


approximately h? + r. 
As 7 becomes very large p,(7, 2) approaches the value of N; which is 


(2n)~'p'” exp (—1’/2). (61) 


This follows from considerations of the type which led to (5). It may 
also be derived from (47), (48) and the fact that m, m’, m” all approach 
zero as t becomes large. In this case M/o. approaches 8, and r and h 
become zero. 

When I is zero, equation (47) reduces to a result given in Ref. 2, 
namely 


p(t, 0) = Map "?(1 — m’)*? [re — cos? r) + s]/2m, (62) 


where 0 < cos 7 <7. 
Expressions for the various parameters entering the expression for 
pi(r, [) when 7 is small are given in Appendix II. Combining the results 


of Appendix IT with (47), we obtain 
p(t, 1) & (7B/48) exp (—1’r°B/8)J (A, h) 63) 
he —IpB 


where 7 is assumed to be small and B is given by one of equations (125). 
There are two cases to be considered. In the first one, J remains fixed 
as rt approaches zero. It then follows that »:(7, J) approaches zero 
linearly with 7 according to 


pi(r, 1) & (7B/48) JC, h) (64) 


where J(1, h) and A are given by (60) and (63). In the second case, J 
is positive and increases as 7 decreases so as to keep the order of 7/ at 
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unity. Then h approaches — © and J(1, h) is approximately h’, with 
the result that 


pir, I) & (BrI"/4) exp (—I’s°B/8). (65) - 


This expression may also be obtained from (47) by first letting J become 
large (assuming m’ to be negative so that h becomes large and negative) 
and then letting 7 become small. 

When the right-hand side of (65) is integrated from r = Oto 7 = © 
the result is unity. Since the same is true of the exact probability density 
o(r, I) [to which p,(r7, J) is a first approximation], and since pi(7, J) = 
(r, I), we are led to expect that 


p(r, I) — (6rI’/4) exp (—I'r’B/8) (66) 


when J becomes large and positive (and 7J remains fixed). A formal 
proof of (66) has been constructed on the assumptions (i) that p(7, J) 
ultimately decreases exponentially as 7 becomes large, and (ii) that m’ 
remains negative for all positive values of 7. The second assumption 
seems to be required by the method of proof rather than by nature. We 
shall not give the proof. here because of its length. Instead, we shall 
outline a method by which (66) may be obtained directly.* This method 
is due to D. S. Palmer and grew out of correspondence with him. 

When J is very large, the intervals during which [(¢) > J are very 
short. The length of an interval starting at ¢ = t, is, to a second degree 
Taylor approximation, 


= 2I'(a)/[-I" a). | 
The joint probability density of J() and its first two derivatives is 


81279 p\-M2 Porm a+ zt 
(21) “" (BB) exp | 2 8 2B 
where B is given by (125). Since J” is a random variable whose mean 
value —6I is large compared to its standard deviation, we may put 
L = 27'(t)/pI. 

The chance that J(t) will pass upwards through the value J in the 
interval ¢, , 4 + dé with a slope between J’ and J’ + dI’ is equal to the 
chance that, at time ¢, , 7(¢) lies between J and J — I’dt and has a slope 
in I’, I’ + dl’. This chance is 


(I' di) (dI’) pee peat 
n/p exp | 2 a 


* Another proof has subsequently been devised by Mark Kae and D. Slepian. 
Also see the end of Appendix III. 
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Expressing J’ in terms of J shows that the chance of J(¢) passing up 
through J in 4, & + dt and starting an Z(t) > J interval whose length 
lies between J and / + dl is 


2 272 
(s"27°1 dl dt/Sa] exp | - > 5 ae). (67) 


Our goal of obtaining the probability density (65) for the lengths of 
the /(t) > J intervals, J very large, is now within reach. All that remains 
to be done is to divide (67) by the chance [6"di/2a] exp [—I°/2] that 
I(t) will pass upwards across J in é, tf; + db. 

In much of the following work it is convenient to use the variable u, 
defined by 


=7/, t= a87"[1 — PCD) exp (7/2), (68) 


where the expression for the average duration é is obtained by setting 
b = 1 in (6). The probability density f(u, I) of u is related to the proba- 
bility density p(r, I) of + by 


flu, 1) = tp(ut, D, (69) 


and the cumulative probability 
F(u,D) = 1 OMT (70) 


has already appeared, for the special w(f) given by (16), in Section III. 
The first approximation to f(u, J) corresponding to p:(7, J) is 
fi(u, I) = tpi(ut, 1). (71) 


When u becomes very large fi(u, IZ) approaches the value [1 — P(D)]/2. 
The function f(u, J) has the following limiting forms: 


f(u, TI) > (ut’B/48)J (A, h), u—0 
f(u, D) — (wu/2) exp (-w'r/4), I> (72) 
f(u, [) — exp (—u), I> -aw,u>0. 


The first of these follows from (64), the second from (66) and the second 
of equations (6) and the third expresses the exponential behavior which 
sets in after f(u, J) has passed through its maximum value (which 
occurs close to u = 0 when J is large and negative). The exponential 
law is followed because most of the intervals are so long that the proba- 
bility of an interval of length 7 ending in 7, r + dr is independent of r. 
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VI. APPROXIMATIONS FOR LONG INTERVALS 


It is generally assumed that, for large values of 7, p(7, 7) decreases 
exponentially. This assumption is supported by the following informal 
argument, which is much the same as the one used at the end of Section 
V for the case J = — ©. When /(t) remains greater than J for an inter- 
val long in comparison with the effective range of the autocorrelation, 
I(t) ‘forgets’ when it entered the region J(t) > J. After this amnesia 
occurs it wanders about in the region in a fashion independent of its 
entrance time, until it happens to drop below the value J and thus end 
the interval. The exponential decrease.is obtained when it is assumed 
that the chance of dropping below the value J in the interval t, t + At 
depends only on At and not on how long /(¢) has been in the region. 

However, no one seems to have given an exact and usable asymptotic 
formula for this exponential decrease, although progress in this direction 
has been made by Kuznetsov, Stratonovich and Tikhonov.” When 
applied to our problem, their result gives ’(u, J) as an exponential 
function of an infinite series whose nth term is a multiple integral of 
order n — 1. When 7 becomes large each term approaches the form 
Qnt + b,, where a, and b, are independent of 7. Here we shall be con- 
tent to connect, by eye, the curve showing our estimates of p(7, J) for 
small values of + (obtained from p;(7, J)) with an exponential curve 
chosen so as to (i) make the area under p(7, J) unity and (ii) give the 
correct average value for 7. It is hoped that this will give an estimate 
of some use in engineering applications, even though it may not con- 
tribute a great deal to our understanding of the behavior of p(7, J) for 
very large values of r. 

We shall work with u = 7/t, its probability density f(u, I) defined 
by (69), and the approximation f,(u, 7) defined by (71). The procedure 
consists of calculating 


Fu D=1- [ Ada (73) 


Gi(u, 1) = 1 - [ Fi(v, I) dv (74) 


by numerical integration and plotting /’; versus G; as shown by the solid 
line in Fig. 6. The curve starts at the point (1, 1), corresponding to 
u = 0, and curves in towards the origin as wu increases, eventually cross- 
ing the G axis as shown. With the (G,, F':) curve as a guide, we draw in 
the (G, F) curve shown by the dashes. This curve is drawn so as to 
coincide with the solid curve in the region around (1, 1) and then depart 
from it in a “reasonable” manner so as to pass through the origin. Once 
the (G, F) curve is determined, the relation between G and wu may be 
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Fig. 6 — Method used to estimate probability distribution F(u, J) for large 
values of wu. These curves are for J = 0 and the normal-law power spectrum (16). 


determined by numerical integration from 


Li 


and from this the cumulative probability F(u, J) may be obtained as a 
function of w. 

The justification of this procedure follows from the fact that func- 
tions F(u, I), G(u, 2), computed from f(u, J) (assumed known for the 
moment) by omitting the subscripts in (73) and (74), define a curve on 
Vig. 6 which starts at (1, 1) for « = 0 and reaches the origin at u = . 
Thus 


(75) 


Fo, =1-] fo,Dd =o, 
Cie [ Fon ap (76) 


=a [v0 dv = 0, 
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since the area under f(u, J) is unity and the average value of wu is unity. 
We mention two properties of the (G, F) curve. First, if dF /dG = a 
in a small region around the origin, then (75) gives 


F = Ce™, u large, (77) 


where C is independent of wu. Hence, the slope a of the (G, F) curve at 
the origin tells us something about the exponential behavior of F for 
large values of u. Second, subtraction of (73) and (74) from the corre- 
sponding equations without the subscripts gives 


PUD — Filu,D = [he — $0,D] do 
i (78) 
G,(u, 1) -— Gu, D) = [ [F(u, 1) — Fy(u, 1] dv. 


Since f,(u, I) = flu, DT), Fu, TD — Fu, I) starts at zero and never 
decreases as wu runs from 0 to ©. The same is true of G,(u, J) — G(u, I). 
Therefore the point (G, /) on Fig. 6 tends to lie above and to the left 
of the corresponding (i.e. same value of w) point (Gi, F:). The distance 


(F- FY + G-a@y7* . 


between the points is zero at u = O and never decreases as u runs to ©. 

One of the things to be decided in drawing the (G, F) curve is where 
it should start to diverge appreciably from the (G,, 1) curve. In draw- 
ing our curves we took this to be the region where fi(u, J) began to 
- approach its constant value of [1 — P(J)]/2. Incidentally, it is helpful 
to draw the curves on both linear and log-log graph paper. The log-log 
paper is especially useful as a reminder that, after all, we are only mak- 
ing an estimate of the behavior of the distribution for large values of wu. 

Although G(u, I) has been introduced here primarily for the purpose 
of estimating F(u, I) for large values of u, it does have a significance 
of its own. Thus, let an instant be picked at random from the portion 
of time I(¢) exceeds J. This instant will fall in one of the Z(t) > J inter- 
vals. Let J be the distance between the instant and theend (or beginning) 
of the interval. Then G(7/t, D) is the chance that 1 exceeds r. This is 
equivalent to a result given by C. Palm,” and may be obtained as 
follows:* 


* Probabilities of the sort illustrated by expressions (79) and (81) have been 
considered by Siegert in connection with Markoff processes. These are discussed 
in Section IX. A closely related result due to A. Kohlenberg, M.I.T. Lincoln Lab. 
Memo. 44, Oct. 1958, has been generalized by McFadden.” 
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Suppose we observe J(¢) over a long period 7’. Let an instant be picked 
at random from the portion of time [(¢) > J. The chance that J lies 
between 7 and 7 + dr is equal to 


(number of I(t) > I intervals longer than 7) (dr) 
total time I(t) > I in period T 


_ (NIT)P(s, D dr 
(NT 


(79) 
= P(r, I) dr/t = F(u,I) du 


where N; is the average number of times per second /(é) cuts upward 
across I and 


Po D=[ p@&Da=[ fo Dama=FuyD — ©0) 


is the probability that when an [(¢) > I interval is selected at random 
from the universe of such intervals its length will exceed +. The chance 
that 7 will exceed 7 is obtained by integrating (79) from 7 to », and is 
G(r/t, I), as we wished to show. The same sort of reasoning shows that 
the chance of the random instant falling in an I(t) > I interval whose 
length exceeds 7 is 


[ t | - ¢ wirPtD | dt/(NrT) = (r/)F(r/t, DE) + G(r/it,D (81) 
where the right-hand side is obtained by integrating the left-hand side 
by parts. 

Two further items concerning the problem of determining p(r, J) for 
large values of 7 are of interest. The first is that a second approximation 
to p(r, D is given by 


o 0 (e] 
par, I) = one Ve” i dl,’ [ dl.’ | dl; ° 
0 I— 09 I 


T'Te' pT, I , In’ , I, 1s) 


which is much like (38) with the addition of the condition that J; = 
I(t3) > I where é; lies midway between # and f . The integral is difficult 
to evaluate except when J = 0. Then we have* 


($2) 


* This result has been derived independently by S. Ehrenfeld and R. Good- 
man.!! They have also studied the problem of computing the next case, in which 
I(t) > 0 at two points between #; and fe. 
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N 
0) See es 
ale iti (83) 
l1+a-b—-c a-—be 
jttertm< =? rca (ay + a2 + a3 -7) | 

where N;; is the cofactor of the element 77 in the determinant 

1 O m m n 

0 B —m” —m —n' 


, uw 


N=\m —-—m B 0 n’ 
m. —m' 0 1 nN 
n —n nn n 1 
with n and n’ being the values of m and m’ computed for +/2. The other 
parameters are 
a = —No(NoN33)””, b = —Nas(NaVo5) 7", 
| Coo Nos(No2Ns5)-”, 





1c b 
a, = cot . — Dz; =!|e 1 al, 
3 
bal 


where 0 < a; < m and a and a; are obtained from a; by a cyclic per- 
mutation of a, b, c. It turns out that b = c and a2 = a3. From the de- 
terminant N it may be shown that 


Ne = N33 = BA + B-— m’ (1 — n’), 
Nox = m’A + B— m'(n’? — m), 

No = —Nes = [n’'(1 + m) — nm'lC, 
Ne = [8 + m")(1 + m) — mC, 
N = (No — Nos)/A, 


where 
A = (1 — m)(1 + m — 2n’), B= n’'(1 — m)[2m’'n — n’'(1 + m)], 
C = (8 — m”)(1 — m) — m”. 


The second item is concerned with the approximate integral equation 
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pilr, I) = pl, I) + iE ply, Dar — y, I) dy (84) 


where qi(7, J) dr is the chance that /(¢) will pass downward through 
level J in (7, 7 + dr), given that J(t) passes downward through level 
T at + = 0. This is an extension of an equation given by D. S. Palmer. 
When J = 0, (84) becomes MclI‘adden’s integral equation mentioned 
in the discussion following equation (19). Equation (84) is based on the 
assumption that the length of an /(f) > J interval and the distance 
between the following downward crossings are independent. Changing 
the upper limit of integration for J,’ from © to — © on the right-hand 
side of (38) gives an expression for qi{r, [) which leads to 


2 2 
g(r, I) = pir, I) + {Mas — m’)~*? exp E = a es 





h 2 (r oh h’) 
exp (— h’/2) — ~—_— [1 — P()] 
(c 2 ” / 2 
in which the various parameters have the same meaning as in (47). 
When J = 0, the results (58) lead to 


q(t, 0) = Mug"? — m)*"[s — r cos” r]/2m. 


VII. DISTRIBUTION OF INTERVAL LENGTHS FOR ENVELOPE 


Here we study the envelope R(é) of 7(¢) in much the same way as I(t) 
was studied in Section V. /(£) is now taken to be a narrow-band Gaussian 
noise current whose power spectrum w(f) is assumed to be symmetrical 
about the midband frequency fo . We shall take p(7, R) to be the proba- 
bility density of the interval lengths during which R(t) remains less 
than R. Strictly speaking, we should put some sort of a subscript, such 
as the r used on F in Section III, on p(7, R) to distinguish it from the 
- p(r, I) of Section V. However, we shall not do so because the chance of 
confusion is small. 

The first approximation to p(7, 2) is pi(r, R), where pi(7, R) dr is the 
chance that R(t) will pass upwards through level FR in (é , 2 + dr) given 
that R(t) has passed downward through FR at t, 7 being the difference 
t, — t . Reasoning similar to that leading to (88) gives 


Qn\"? 2 7 
pir, R) = - (77) Re" oy dR, 


: (86) 
‘ dR»! Ry’ Ro! p(R, Ry’, Re’, R) 
0 
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where now b = 1 and @ is the 8, of (8). The function p(R, , Ry’, Re’, Re) 
is the probability density of R(t), R’(4), R’(&), R() and the primes 
denote time derivatives. 

Let /,(t) and J,(¢) denote the “in-phase” and “quadrature” compo- 
nents associated with R(d). Let La, Ie’, Ico’, Ic stand for the values of 
I,(t) and I,’(¢) at 4; and t , and similarly for J,(¢). Because of the sym- 
metry of w(f) about fo, the J.’s are independent of the J,’s and their 
joint distribution is 

DL Ler’, Lea's Lc2)p(Ter , Let’, Isa’, Is2), (87) 


where these two functions may be obtained from (89) by adding the 
subscripts c and s, respectively, to the J,’s and J»’s. The 8 and m appear- 
ing in the expression (40) for 1 are now given by 


m = i; w (f)cos 2x(f — fo)r df, 
0 (88) 

B = [—m"],—0 
instead of (41). These statements follow from results given in Appendix 


II of Ref. 3. 
When we introduce the polar coordinates 


Ia = R, cos 6; I.g = Rey cos 02 


: ; (89) 
Ig, = Ry sin 6; Iso = Re sin 62 
and their associated time derivatives, and then set 
g=h — be, Cc = COS ¢, Ss = sing, 
(90) 
R, = R, oes i, 


the joint distribution (87) goes into 


(2) 
M 





exp {- oat (2M + cM, R? + 2(My, + cM) (RRy = RR,’) 


++ M oo(Ry’ + Pee) + 2cM Ry’ Re! 


2 91 
+ MypR?(6,"” + 62°) + 2cMo3R?6,’ 02! oy 


+ 2sMo3R(R1'6o' — Rp'0;’) — 28M. ole’ (82' + ai}. 


The quantity p(R,R1’,R.’,R)dRidRdR,'dR,’ is obtained by multi- 
plying (91) by 
AI +++ dI. = R’ dR; dRz dR dRy d0; dO, d0;' d62! 


and integrating 6, , 02 from 0 to 27, and 6’, 6:’ from — © to +. One 
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of the integrations with respect to the 6’s may be performed. We write 
the other as an integration with respect to y. When the integrations 
with respect to 6,’ and 6,’ are performed p(R, Ry’, Re’, R) is found to be 


R : *y 2 2 2\—1/2 A 
on (Moz = c' M23) e dy (92) 
T 0 
where A contains terms of the first and second degree in R,’, R2’. Inci- 
dentally, the linear terms enter only in the combination Ri’ — R,’. 
Upon setting Ri’, R.’ equal to 7 — a, 2% — az, respectively, and 


choosing a , a2 so as to make the coefficients of x; , x2 in the resulting 
expression for A vanish we find 


a= —-a, (93) 
(Mo, = M23"), = R{My.M 2» + Mo3M o4 + c[Mo3M 12 + MoM o)}. 


The expressions given in (123) show that both sides of the equation for 
a, contain the factor M, which may be divided out with the result 


a, = Rmle ~ m) (94) 
1 — m 

This choice of a; and az and the results of Appendix I enable us to reduce 
(after a considerable amount of algebra) the expression for the exponent 
A in (92) to 
_ _Ga=*m' 

2(M 2? = 2M 37) 

When (92) is put in the expression (86) for p:(7, R) the result is a 
triple integral. The expression (95) suggests that we replace the variables 
Ry’, Re’ by x, y defined by [see (46)] 

2 = —a[(l — m)/M2}?, y = af(l — m)/Ma]'?, 


p= cM 3/M oe . 


R'(1 — me) 
ay rer ae 


[Mv on(ay + ate’) + 2cM 230109] _ ee) (95) 


(96) 


Then (86) goes into 


2 rg 
nile, B) = ie [10,8 ep | - A=) bao on 
where J(p, &) is obtained from (48) by putting p, & for r, h and 
k = —a,[(1 — m)/M2]"" 
_ Rm'(m — ce) ( = a (98) 
1 — m? Mex ‘ 
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in which c stands for cos ¢. Here Mz and M.; are obtained by setting 
the values (88) for m and 8 in the appropriate expressions given in 
(120). 

When 7 becomes very large, k and p approach zero and we see that 
m(*, R) = R(6/2r)"” exp (—R*/2) as it should according to (9).’ 
When 7 approaches zero, with 2 fixed, the results of Appendix II enable 
us to show that . 


TRB 
26-/ 24 
where J (1, h) is given by (60). 

The integral (97) must be evaluated numerically. However, a special 
case of interest in fading is obtained when R& approaches zero. In this 
case, pi(7, &) tends to depend on 7 and F only through the ratio r/R. 
When we let 7 and #& both approach zero in such a way as to keep 7/R 
fixed, the results of Appendix IT show that 

Mo ny B R(1 _ me) 24 R(1 = c) 
(1 — mm)? 4g’ 1 — m Bre’ (99) 
k— —RQ — 0c)2B07 7”. 


P1 (r, R) =e 





| JUL, ReB2?2 — leo"? ae 
0 


Therefore, k approaches — © except when ¢ is zero, and J(p, &) is 
approximately k” except in a negligibly small region around g = 0. It 
is convenient to introduce the variable u = 7/t, which, in the present 
case, becomes, with the help of the approximation (11) for @, 


27 [ B ig 
os aoe ( 1 
~ R a (100) 
The function of u corresponding to pi(7, &) is 
flu, R) = tpi(r, R), (101) 


and it follows from (99), (100) and (101) that as R approaches zero, 
2 20 , 
filu, R) > = (1 — c)’ exp [— 201 — ©)] dg, 
' 2 Jo : (102) 
z= 2/(rv). 
When we write (1 — c)’ as s” — 2c(1 — c) and integrate the s” por- 


tion by parts, we find that (102) may be expressed as a derivative: 


filu, R) > — a ie cexp [— 24 ‘uw (1 — ©)] de 


du 3ru 

(103) 
= _@ E nee | 
du\u 
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where /,(z) is a Bessel function of imaginary argument. It may be shown 
that the expression under the differentiation sign is unity when u = 0 
and is zero when u = «. Hence, an argument similar to the one follow- 
ing equation (65) suggests that as P approaches zero the approximation 
pi(r, R) approaches the actual probability density p(7, R). Then fi(u, R) 
approaches f(u, &) and (103) is the limiting form of both. We also have 


F(u, R) > = 1,(2/mu’) exp (— 2/ru’) ~ (104) 


where F(u, 2) is the probability that an interval during which R(t) < R 
has a (normalized) length greater than wu. F(u, R) is the function de- 
noted by [’,(u, &) in Section III where equation (104) appears as equa- 
tion (23). When wu is very small or very large we have 


u— 0, U—> ©, 
f(u, R) > 3ru/8, f(u, R) > 6/nu', (105) 
F(u, R) > 1 — 3m’, F(u, R) — 2/ru’. 
The indefinite integral of the right-hand side of (104) is a constant plus 
é “[Lo(z) + (ez), 2 = 2/nuv’. (106) 


Equation (97) refers to the intervals for which R(é) < R. If we are 
interested in the intervals for which R(t) > R, the analogue p;*(7, R) - 
of pi(7, R) is obtained from (86) by changing the signs of the ’s in 
the limits of integration. Instead of J(p, &) in the integrand of (97) we 
get a double integral similar to (48) except that the upper limits 
of integration are — ©’s instead of «’s. This changes the J(p, k) 
to J(p, —k). Upon using (56), we obtain 


pi" (r, R) = fi (r, R) 


R2/2 Qa 
4 a | PO ae 
— m’*)* Jo 


(27B)'?(1 Vn (107) 
exp | - eo =e) | de 


which is the analogue of (57). When FR becomes very large and 7 small 
in such a way to keep #7 fixed, :(7, R) approaches zero from physical 
considerations. We also have near ¢ = 0 

R* = R’(1 — me) rake BR? _ Re 


2 1 — mi 8 267” (108) 
k mae RsB” oe Res °B. 
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The first line in (108) shows that most of the contribution to the inte- 
gral in (107) comes from the region where ¢ is 0(7/R). In this region, 
the second term in the approximation for k is negligible in comparison 
with the first, so & is large and positive and hence P(k) is nearly unity. 
Thus when # is large (107) becomes 


2 
pi*(r, R) gly, m grees (109) 


which is of the same form as (66). Therefore, as we might expect, the 
interval lengths for large values of R are distributed in much the same 
way as are the interval lengths of J(é) for large values of J. 


VIII. COMPUTATIONS 


The computations for the curves shown in Figs. 1 and 2 were based 
on either the power spectrum (16) or (20), depending on whether J(é) 
or R(t) was being considered. In both cases the bandwidth parameter o 
was taken to be 1/(27), so that both 6 and 8, were unity and 


m = exp (—7°/2). (110) 


This autocorrelation function was also used by Palmer’ in his computa- 
tions. 

Fig. 7 shows curves of the first approximation f,(u, I) to the probabil- 
ity density f(u, I) for the lengths of the intervals during which J(é) 
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Fig. 7 — Graphs of the first approximation fi(u, I) when the power spectrum 
has the normal-law form (16). The rms value of J(é) is one. 


DURATION OF FADES IN RADIO TRANSMISSION 617 































































































ITT 


Fig. 8 — Graphs of the first approximation F,(u, I) to ie interval length 
distr ution F(u, I). Estimates of F(u, I) are shown in Fig. 1 


exceeds J. These curves were calculated from (47), (71) and tables® 
giving values of K(r, h). Fig. 8 gives curves of F,(u, J) computed from 
fi(u, I) by means of (78). Fi(u, ) is the first approximation to the cumu- 
lative distribution F(u, J), estimates of which are shown in Fig. 1. One 
way of estimating F(u, J) from F;(u, I) is to connect the F,(u, I) curve 
smoothly to a curve which approaches a straight line on the semi-log 
coordinates of Fig. 8, the slope and position of the straight line being 
chosen so as to make 


f VG) deed: (111) 


This relation follows from the fact that the average value of u is unity. 
The linear behavior ensures that F(u, I) decreases exponentially as u 
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Fig. 9 — Graphs of (Gi, 1) curves and estimates of the corresponding true 
(G, F) curves for I(t). 


becomes large. However, here F’(u, J) is estimated from F;(u, I) by 
the method outlined in Section VI. Fig. 9 shows (G, F) curves of the 
type illustrated in Fig. 6. The estimates of F(u, I) given by Fig. 1 were 
obtained by connecting the curves of Fig. 9 to lines passing through 
the origin in a ‘smooth and reasonable” manner. The relation between 
u and F(u, J) was determined by numerical integration from (75). 

As a guide to what “‘smooth and reasonable” means, the case J = 0 
was studied more completely with the help of the second approximation 
(83) and the computations made by Palmer’ from his approximate 
integral equation. Some of this information is shown in T'ig. 10. Palmer’s 
results lead to a (G, F) curve (not shown) which lies slightly above the 
second approximation curve when G lies between 0.25 and 0.55. As G 
decreases below 0.25 the separation between the two curves increases 
and the curve from Palmer’s results coincides with our estimate of the 
true (G, F) curve. 

Fig. 11 shows curves of the first approximation fi(u, R) to the proba- 
bility density f(u, R) for the lengths of the intervals during which the 
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Fig. 10 — First and second approximation (G, Ff’) curves for J = 0. 



































Fig. 11 — Graphs of the first approximation f,(u, R) when the power spectrum 
has the normal-law form (20). The median value of R(é) is 1.18. 
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Fig. 12 — Graphs of the (Gi, F:) curves for R(é). 


envelope R(é) is less than R. These curves are the analogues of the 
curves for 7(t) shown in Fig. 7. Likewise, the (G, F) curves shown in 
Fig. 12 are the analogues of the curves of Fig. 9, and the estimates of 
F.(u, R) given in Table III were obtained from them. The functions 
fi(u, R), defined by (101), were computed by numerical integration from 
(97). 


IX. COMMENTS ON A MARKOFF PROCESS 


The foregoing work supposes that the autocorrelation function m of 
I(t) is such that its second derivative with respect to 7 exists at 7 = 0. 
This is not true when w(f) has the form 4/[1 -+ (2zf)’]. In this case m 
is exp (—| 7 |) and m” is infinite at +r = 0. I(¢) is now a ‘Markoff proc- 
ess’”’ and a formal calculation of the average distance between successive 
zeros gives t = 0. 

Although the distribution function for the intervals between zeros 
does not exist in the usual sense, some related information is available. 
Most of it is due to A. J. F. Siegert.” Here we shall list several of his 


DURATION OF FADES IN RADIO TRANSMISSION 621 


results and comment on their relation to the work of this paper.* For 
the sake of simplicity we take J’(f) = 1 and m = exp (—|7 |). 

1. The probability WU, 7) dr that J(é) reaches the value 0 for the 
first time between 7 and 7 + dr (“first passage time’’) starting from I 
at time ¢ = Ois 


WL, 7) dr = (2/n)'"I exp (—I’2"/2)(—dz), 
=e "Se ). —dz = e2° dr. (112) 





Wang and Uhlenbeck”™ obtained this result by solving an associated 
diffusion problem (by a method first used by Smoluchowski) in which 
the J = 0 axis corresponds to an absorbing barrier. Another derivation 
of (112) has been given by Siegert,” who obtains it as a solution of an 
integral equation. 

2. The chance that J(¢) will go through zero for the first time in 7, 
7 + dr given that (0) > 0 is 


Q(r) dr = (2/m)e*(1 — & 7)? dr. (113) 


By symmetry, the condition J(0) > 0 may be replaced by J(0) ¥ 0. 
Q(r) dr is also the probability that the interval between an instant se- 
lected at random and the next following zero of J(¢) has a length J lying 
between 7 and + + dr. 

3. The chance that J exceeds 7 seconds is 


[ Q() dt = = sin e” (114) 


where the arc lies between 0 and 7/2. 

4. Let I(t) be observed over a long period of time 7’. The expected 
number of spacings between successive zeros whose lengths exceed 7 
seconds is 


Nor) = Q(r)T. (115) 


Furthermore, the probability that an instant selected at random will 
fall in a space whose length exceeds 7 is 


7Q(r) + (2/m) sin &. (116) 


Items 2, 3, and 4 are due to Siegert” and were obtained by analysis 
similar to that given in his paper.“ David Slepian has pointed out, in 


*T am indebted to Mr. Siegert for a copy of his report, which contains the 
results listed here. 
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some unpublished work, that (114) may also be obtained from the 
probability 

PS i+ = sin ¢* (117) 
that both J(0) and I(r) be positive. His derivation runs as follows. The 
probability (114) is twice the probability that [(¢) be positive over an 
interval of length 7 selected at random. This last probability is P,, — 
P1494 where P49 is the chance that J(0) > 0, J(r) > 0 and J(é) is zero 
at one or more points in 0 < t < +. Since the process is Markoffian and 
symmetrical about zero, consideration of the behavior of J(£) between 
its first zero (if it has one) and 7 shows that P4094 is equal to P4o_, 
i.e. to P,_. The sum of P14 and P,_ is the probability that 7(0) be 
positive, which is 4. We then have 


a er 
OP ce = Pg) = 2(P,, — Py_) = 4P,,—1=<= sine 


and this gives (114). The expression (117) for P14 is readily obtained 
by integrating the joint probability density. 

5. It should be possible to obtain (114) by letting n approach infinity 
in the expression for two times the probability that (0), [(7/n), ---, 
I(nr/n) all be positive. The expression which should approach (114) is 


loo] ive) 
~_ 1 
Og DEG, ay” | Wont i icin 
0 0 


exp [— 2 — any — (1 + @’)(ae + +++ + 2’) (118) 
~f- 2a(x122 + CoX3 + a See, + Ln€n+41)| 


where a@ denotes exp (— 7/n). 

This method of obtaining (114) is appealing because of its directness. 
Unfortunately, it seems that no one has yet succeeded in carrying out 
the limiting process. Some idea of how the limit is approached may be 
obtained from Table IV. 

The values shown in the columns for n = 1 and n = 2 were computed 
from the corresponding known expressions for (118), namely 


1— : cose = 2P,,, 
Tv 


1 — (<)( cose” + cos” e”). 


When 7 is small these behave like 1 — 0.45 4/7 and 1 — 0.54 1/7 
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TaBLe ITV — Vauures or Expressions (118) anp (114) 








Value of (118) 
Value of (114) 

















T e7 n=l n=2 n=3 nad 
0 1 1 1 1 1 1 
0.05 0.951 0.900 0.879 0.868 0.861 0.800 
0.10 0.905 0.860 0.830 0.814 0.804 0.720 
0.15 0.861 0.830 0.793 0.774 0.761 0.660 
0.20 0.819 0.805 0.763 0.742 0.726 0.611 
0.40 0.670 0.734 0.672 0.641 0.620 0.474 

2 0 0.500 0.250 0.125 0.0625 0 








respectively, while (114) becomes 1 — 0.90 1/7. When n = 4 the five- 
fold integral may be reduced to 


on (LS ay | : dx[K(r, —h, —k)? exp [—(1 — a*)a;] (119) 


where K(r, h, &) is the d/N tabulated in Ref. 8, and 
r=a(l+ta)y™, h = 2)? ans , k = rh. 
When a is near unity it is helpful to set 
K(r, -—h, -—k) = 1-1, 
L=1-— kK(,h,k) — 3P(h) — 4P(h). 


The contribution of the 1 in 1 — 2£ + L’ to (119) is unity and the 
contribution of —2L + L’ may be obtained by numerical integration. 
Replacing the square of K(r, —h, —k) in (119) by 


K(r, —h, —b/)[1 + P(A)I/2 


gives an expression for (118) when n = 3. 

6. The probabilities stated in Items 2, 3, and 4 have already appeared 
in Section VI for the well-behaved cases in which ¢ exists. Thus, from 
(79) the analogue of Q(7) dr is P(r, I) dr/t, or F(u, I) du, and the analogue 
of (114) is G(u, 1). The probability (81) that a point chosen at random 
falls in an interval longer than 7 goes into the corresponding expression 
(116). 

These analogies lead us to regard Q(r) and its integral (114) as being 
irregular versions of F and G (with 7 playing the role of w) for which 
a (G, F) curve may be plotted with the help of expressions (113) and 
(114). When this is done, it is seen that / approaches infinity as G 
approaches unity. However, the other parts of the curve behave in 
much the same manner as in the earlier cases. 
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APPENDIX I 


Minors of the Determinant M 


Here we list the values of the minors of the determinant M defined 
by equation (40) and state some of the relations between them. 


= =-362 y p 
My = Mu = 8B — m” — Bm’, 
—My = My = m’m” + mm’B, 


My = —My = m" — m' B — mm'm", (120) 
Mx = My = B(1 — m’) — m", 
My = mm” — m6’ — mm’, 
Me; = m’(1 — m’) + mm’, 
M = [(6 + m")(1 + m) — m"][(6 — m”)(1 — m) = m'"), (121) 
My + My = My + Ma = Mx — Me 
B+ m” m’ 1+ m 


= (8 —m’)(1—m) —m” (122) 
Mx + Meg = (1 — m)[(6 + m”)(1 + m) — m"] 
M = (Mi + My)(1 + m) = m’ (My. + Moa). 


We also have relations of the form 











2 Mo Mos} _ ¢_y2tetats| 1 m 
se mn Mz. M33| | (—) m 1 | i 
= (1 — m’)M, 
My M. 0 —m’ 
MpM2+ MaMa = Mo. M. = (—)rets . e | u 








= — mmM, (123) 
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Mo3;My. + MoMa = m'M, 
MyM. — Mie = (8 — m”)M, 
MyM. + MM; = (m” — mm")M, 


MiuMe3 + MyuM2 = (m” — Bm)M. 


APPENDIX II 


Expressions for Various Parameters When + Becomes Small 


In dealing with I(t) we shall put 
bn = On) [wip df, m= 0,12 (124) 
0 


and in particular 
bb = 1, be = 8B, bs = ¥, 
B=b,—b) =7-— 8’, 7 (125) 
C = bobs — bf = Bbs — 7’. 


The results for J(t) may be carried over directly into those for the en- 
velope R(é) of a narrow-band noise current whose power spectrum is 
symmetrical about the midband frequency fp . This is accomplished by 
replacing the definition (124) for be, by 


bon = (2m) if : w(f)(f — fo)”” af. (126) 


For the normal-law power spectrum used in our computations y is 
equal to 38” and B becomes 28”. 
It follows from (41) that when 7 is small and the b’s exist, 


6 
ber 


spe yr 
ieee Tae Tae 


7 a oe 
m = —6r+ oR 


ee eee 


ee 
(127) 


3 
I 
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These expansions may be used to show that 


Br 
— aa 
m— a? 

2 

ee eee 


2 
tin pr = 88 
(8 + m”)(1 + m) — m” — 7°B, 


(8 — m”)\(1— m) — m” > 7°C/144, 
Mo _— Mo —_ 7 BB/4, 


(128) 


Mn.— My — 7°C/72, 

| M —> 7BC/144, 
Me — M2; — 7°BBC/144, 
(1 — m’)/Mx — 4/Br’. 


APPENDIX III 


An Approximation to the Cumulative Probability P(7, I) 


In Section V we worked with a first approximation p;(7, J) to the 
probability density p(7, 7) for the lengths of the 7(¢) > J intervals. 
Here we note a rather simple approximation P(r, J) to the probability 
P(r, I) that an interval selected at random from the universe of J(¢) > I 
intervals will be longer than r. We take P,(r7, I) to be the limit, as dé 
approaches zero, of a fraction having the numerator 


{Probability that J(r) > J given that J(¢) passes upward 
through the value J during the interval (0, dé)] 


and the denominator 
[Probability 7(¢) passes upward through J in (0, dé)]. 


By proceeding as in Section V it may be shown that 


PGs ; = 5P (*) +5 E 4 Pp (*)| exp (—I°/2) (129) 
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where P(x) is the error integral (3), and now 
fe —m'p (1 =) my” 3 = ea r 
| k=70—m)/d4+m]}, 


with m and 6 the same as in Section V. The approximation given by 
P,(ut, I) to F(u, I) is not as good as the F,(u, 1) given by (73) (which 
is based on the pi(7, J) of Section V), but we do have P,(ué, J) = 
Fu, 1) = F,(u, I). This may lead to another proof of (66). 


APPENDIX IV 


Fade Length Distributions Having a Large Percentage of Long Fades 


Some, but not all, of the small number of available experimental 
observations of fade lengths show a greater percentage of long fades 
than those shown in Figs. 2 and 38. Since our calculations are based on a 
normal-law power spectrum, it is of interest to know whether a different 
power spectrum may give a larger percentage of long fades. An example 
of such a power spectrum is studied in the first part of this appendix. 
The second part is concerned with a guess as to how the very long fades 
are distributed. 

The power spectrum 


ae 
1+ (20 f)*? 


which has been discussed in Section IX, is quite different from the nor- 
mal-law type. The power carried by the high frequencies in this spectrum 
is so large that t = 0, and our method of investigating interval lengths 
breaks down. Our formulas will still apply, though, if the high frequen- 
cies are attenuated by some factor such as a’/[a’ + (2zaf)*]’. An attenua- 
tion of this type might either exist in nature or be produced by the 
measuring apparatus. Here we shall take 


8a°(a + 1)°/(2a + 1) 
(1 + (xf) Ja? + Qaf)? (131) 


where the numerator has been chosen so as to make the integral of w(f) 
from 0 to © equal to unity. 

If it were not for the considerable amount of additional work required, 
we would investigate the interval length distribution associated with 
the envelope of an /(¢) having the power spectrum obtained from (131) 
by setting (f — fo) in place of f and changing the 8 in the numerator to 


w(f) = (130) 





w(f) = 
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Fig. 13 — The probability F(u, I) that I(t) > I for an interval lasting longer 
than r. I(t) has the power spectrum given by equation (131) and & is ra~10/2a + 1, 


4, Instead, we shall apply the results of Section V to obtain the interval 
length distribution associated with an J(t) having the power spectrum 
(131), and rely on the similarity between the curves of Figs. 1 and 2. 

The general theory of Section VII shows that, as R approaches 0, the 
fade length distribution F,(u, R) of the envelope approaches the form 
F,(u, R — 0) shown in Fig. 4. However, when a is very large it appears 
that this limiting form will have to be approached by going through 
shapes similar to those shown in Fig. 18. This indicates that the values of 
R will have to be very small indeed before F’,(u, 2) begins to look like the 
F,(u, R — 0) of Fig. 4. . 

The autocorrelation function m, defined by (41), and its derivatives 
with respect to 7 are, assuming 7 > 0, 


m =2x— y[Ba — 1+ ar(a’ — 1)], 
m’ = —x + yal2a? + ar(a’ — 1)], (132) 
m’ =x — yale? + 1+ ara’ — 1)], 
where 
a = 2Aa’e’, os Ae, 


, (133) 
A = 1/2a+ l1)(a — 1). 
The expansion of m in powers of 7 up to the fifth is 
2 4 3 5 2 
Pa ee yr _ @ |r| 2a + 1)" (134) 





21! 4r Bl Qa +1’ 
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in which 
B=a/Qat+1), y=a(a+t 2)/(2a + 1), 
B=y7-— 8 = 2a°(a+ 1)/2a+ 1’. 


From £8 and y it follows that the average interval between the zeros of 
I(t) is ra~'+/2a + 1, and the expected number of maxima per second 
is (21) *~/a(a + 2). 

These expressions were used to compute pi(7, J) from (47), and the 
method outlined in Section VI was applied to obtain the curves shown 
in Fig. 13. These curves are fora = 10 and a = 100. Difficulty was en- 
countered, in the a = 100 case, in extrapolating the distributions for 
small values of 7 to obtain F(u, J) for the larger values of u. Conse- 
quently, these curves are not too reliable, but there seems to be enough 
truth in them to show that the percentage of long fades is larger than 
for the distributions of Fig. 1 pertaining to the normal-law power spec- 
trum. 

Irrespective of whether power spectra of the form (131) have any 
practical significance, it is interesting to speculate on how the corre- 
sponding interval length distribution F'(u, J) behaves for large values of 
u. When a becomes large, J(¢) has many more maxima than zeros (the 
average number of maxima between successive zeros approaches +// a/2), 
and we are led to picture the power spectrum (131) as consisting of two 
parts. 

One part is the “low-frequency” portion which behaves like (130) and 
extends from zero up to a frequency at which the cutoff factor begins to 
operate. The other, the high-frequency portion, extends from this fre- 
quency to infinity. Most of the power is in the low-frequency part and 
we may regard it as producing most of the deviation of J(¢) from zero. 
The high-frequency part produces small rapid fluctuations which are 
superposed on the more slowly changing low-frequency portion of J(é). 
Thus the high-frequency part produces the large number of maxima and 
the low-frequency part controls the drift towards or away from the value 
I(t) = 0. According to this picture some relation might be expected 
between F'(u, 0) and Q(7) [given by (113)] when wu is large. In fact, com- 
parison of (79) and (113) suggests that F(u, 0) du approaches Q(7) dr 
for the larger values of r: 


F(u, 0) > i(2/me7(1— ey", or = ub. (136) 


(135) 





The curves shown in Fig. 13 indicate that (186) may not hold when 
a = 10, but may do so when a = 100. Evidently, if (136) is to be valid, it 
is necessary that the number of maxima between zeros be large. This is 
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also suggested by the original derivation of (112), which is based upon 
an analogy with the Brownian motion of a particle subject to an elastic 
force. 

If the relation (136) between F’(u, 0) and Q(7) should turn out to be 
true, it would be helpful to have expressions for the generalizations 
Q(7r, J) and Q,(7, R) of Q(r) corresponding to the “‘first passage times’”’ 
down through the level 7(¢) = J and up through the level R(t) = R, 
respectively. These generalizations may be obtained by the method used 
by Wang and Uhlenbeck mentioned in Item 1 of Section [X. The deriva- 
tions are sketched in the following paragraphs. 

Let J(t) have the power spectrum (130) and let WCU, I, , 7)dr be the 
probability that [(£) passes down through the level J for the first time in 
the interval 7, 7 + dz when it starts from the level J; , which is greater 
than J, at time ¢ = 0. Then W(/, J; , 7) dr is equal to (@P/dx) dr eval- 
uated at « = J and ¢ = 7, where P is the solution of the diffusion equa- 
tion 


2 
ap _ oP oo +P (137) 


which is zero at « = J for all time and is concentrated around « = J; 
at time 0 [i.e., equals 6(a — J) at time t = 0]. The probability Q(7, I) dr 
that if J(0) > J then J(¢) passes down through the level J for the first 
time in 7, 7 + dz is obtained from 


QG,1 = I a W(L, I, 7) dl,/problZ() > I]. (138) 


A typical solution of (137) is . 
e D(x) eo" (139) 


where D,,(x) is the parabolic cylinder function. The boundary condition 
at « = I gives the equation 


D,(I) = 0 (140) 


to determine the eigenvalues n;, i = ‘1, 2, --- . A formal application of 
the Sturm-Liouville theory shows that P may be expressed’as a sum of 
terms of the type (139), with suitable coefficients, when n is replaced by 
n; and the summation taken over 7. If the typical eigenfunction is 
denoted by a:D,,(x), the relation to determine the normalizing constant 
a; is obtained by differentiating 


Ga [ “Digd.Qare—D.Ope2d.. ai) 
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with respect to n and then setting n = n;. In (141), which may be 
obtained from the differential equation for D,(x), we have denoted 
0D, (a) /dx by D,/(x). 


It is found that 
W(, Ix, 7) = exp (Uy? — 1°)/4] >5 a2D,,()D,,/(D e"", (142) 
i=1 


(Qr) 1? ele Ce) Dy D ent 
I-11 — PO] i nd —oD.(L)/an|ana,’ 


where P(/) is the error integral (3) and | ee 
a; = Dy,' (1) [— OD») /dn) nan; « (144) 


The integration (188) used to obtain (143) from (142) makes use of a 
result obtained by integrating a form of the differential equation for 
D, (2). 

Siegert’s result (115) now reads as follows: When J(¢) is observed 
over a long period of time 7’, the expected number of J(¢) > J intervals 
whose lengths exceed 7 seconds is 








Q(r, 1) = (143) 


Nols, 1) = 5 ll — PONQG,D. (145) 


This may be seen by writing (79) as 


No(s, I) dr 
T prob [I(t) > I] 


When J = 0, the values of the n; are 1, 3, 5, --- and it may be shown 
that (143) reduces to (118) as it should. As J becomes large and positive 
the n,’s increase in value, so that n = /°/4 and the first few succeeding 
ns differ from n, by terms of order /”*. Furthermore, setting n = n; 
and approximating D,i(J) by (—1) 0D,(J)/dn in the relation 


= Q(r, 1) dr. 


Dy (D) +5 Dil) — mDyi(D) = 0 


suggests that when J is large and 7 not too large 
Dyi(D)/nl—aDx (1) /dn|n; & 1, 


and hence we may expect Q(r, J) to be of the form of I exp (—I’7/4) 
times a more slowly varying function of 7 and J. 

In much the same way, expressions may be derived for W,(R, 1, 7) 
and Q,(7, R) corresponding to the envelope R(t) of a Gaussian noise 
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current I(é) whose power spectrum is obtained from (130) by substitut- 
ing f — fo for f and replacing the 4 in the numerator by 2. Instead of 
(137) we must use 


éP dP 1\ aP 1 
Pa Ea (224 (14h)p oa 


where P = 2ar P,P, now is the probability density or concentration 
corresponding to a narrow circular ring of radius r = +/22 + y® and 
P,, Py are, respectively, solutions of (137) and the corresponding equa- 
tion in y. 

The probability W,(R, Ri, 7) dr that the envelope R(é) passes up 
through the value F# for the first time in 7, 7 + dr when it starts from 
R,, less than R, at time t = 0 is —(0P/dr) dr evaluated at r = R and 
i = +r. Here P is the solution of (146) which is zero at the boundary 
r = R for all t and is 6(r — R;) at time t = 0. 

The typical solution of (146) is 


264g r) 6 (147) 





r 


where a is a parameter similar to 7 in the earlier case, and 


2 
v(a, r) = yl? eR, (- 53 i: ‘) (148) 
becomes the typical orthogonal function for the rangeO <r << R when 
a is one of the roots a;,7 = 1, 2, 3, --+ of the equation 


2 
(- $51 E) <0. (149) 


Yor very large values of R, a; approaches 0, 2, 4, --- and the confluent 
hypergeometric function in (148) becomes the Laguerre polynomial 
L,-1(r’/2). For very small values of R, v(a;, 7) approaches 


Vr Jolr/ai + 1) 


and R~/a; -+ 1 becomes the ith root of the Bessel function Jo(x). Some 
rough work indicates that a is approximately 5 for & = 1 and 3.25 for 
R = 1.18. When R is very small a, +1 is approximately 5.78/R?. 

It is found that 


P = (r/R,)"” exp [((R? — 1°)/4] © ao(as, Rado(as, 1) e“** (150) 
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where the normalizing constant a; is given by 


a? | es 2 | | tae | ae 
0a a=a; or r=R 


When the expression for W,(f, R:, 7) obtained by differentiating P is 
set in the equation corresponding to (138), we obtain 


R 2 ¢ *** [9n(a;, R)/dR] 
exp [R?/2] — 1 a; [dv(a, R)/dale=a; 


where Q,(7, 2) dr is the probability that R(é) will pass up through the 
level FR for the first time in 7, 7 + dr, given that R(0) < R. 
In the limit as R becomes small, (151) reduces to 


Q,(7, R) = (151) 


—2 ~ —aQiT 
Q,(r, R) - 4R pe got: (152) 


Ra; — [ith root of Jo(x)]. 


When (152) is integrated with respect to 7 between the limits 0 and 
the result is 1, as it should be. The result (152) has probably been given 
before, since it is closely related to Brownian motion of a particle and to 
the first passage time across a circle, but a suitable reference has not 
been found by the author. 

When RF is small so that prob [R(t) < R] — R’/2, the relation (152) 
and the analogue of (145) for R(t) lead to 


Nels, R} > OT Se (153) 
i=1 


for the expected number, in the long time 7’, of R(t) < R intervals whose 
lengths exceed 7 seconds. 

All of the discussion between equations (186) and (153) pertains to 
the power spectrum (130) or its analogue for R(é). In the comparison of 
theory and experiment given in Section IV, it is convenient to deal 
instead with 


4k 
kK? + (2af)?” 


The analogue of (154) for R(¢) has already appeared as equation (24). 
Results for (154) pertaining to duration of intervals, time averages and 
so on may be obtained from the corresponding results for (130) by re- 
placing ¢ by kt. Thus, for example, the probability Q,(7, 2) dr goes into 


w(f) = (154) 
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kQ,(kr, R) dr and the number of R(t) < FR intervals longer than 7 to be 
expected in time 7’, when / is small, is 


Ne(r, R) > 2kT >, eo *™, (155) 
i=1 


where a; is still given by the second relation in (152). Siegert’s expression 
(115) for the expected number of spacings between successive zeros 
whose lengths exceed 7 seconds is now 


No(r) = (QkT/r) "A — oY, 


Incidentally, this may possibly lead to an estimate of / when one is 
trying to measure a power spectrum which insists on increasing as 
1/f’ at the lowest frequencies which can be conveniently measured. The 
problem of estimating k from N7(r) has been discussed by Siegert.” 

If the “low-frequency” portion of a power spectrum behaves like 
(154) instead of (1380) the remarks in the preceding paragraph show that 
the analogue of (136) is 


F(u, 0) > ki(2/r) O"(1 — ery? (156) 


where u = 7/é is assumed to be very large. The analogous surmise for 
F(u, R) is that 


F(u, R) — ktQ,(kr, R) (157) 


where the low-frequency behavior of the power spectrum is given by 
(24). When FR is small, this and (152) suggest that 


F,(u, R) > 4kiR™? >> ee (158) 
w=l1 


for the probability that a long fade below the level F will last longer than 
7 seconds. Multiplying both sides of (158) by Nz and using 
Nx = prob [R(t) < R] > R?/2 


shows that the expected number of fades below level F, in unit time, 
whose lengths exceed 7 is 


N2F,(u, R) > 2k >> 7" (159) 
i=1 


where a; is related to the zeros of Jo(x) as indicated by (152). The rela- 
tion (159) is to be expected in view of (155). 
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Frequency Shifts in Cavities with 
Longitudinally Magnetized 


Small Ferrite Discs 


By H. SEIDEL and H. BOYET 
(Manuscript received August 27, 1957) 


Values of the tensor permeability components of a magnetized ferrite at 
microwave frequencies may be determined from the frequency shift that a 
sample produces in a resonant cavity. 

In this paper mathematical expressions are obtained relating this fre- 
quency shift to the diagonal and off-diagonal permeability tensor values and 
to the cavity geometry and ferrite geometry for any TH, TM or TEM 
mode natural to the empty cavity. The cavities considered are axial and 
have generalized cross section. The expressions are valid for ferrite discs 
whose volume is small compared with the cavity volume; it is assumed that 
the ferrite sample does not perturb the fields outside the ferrite from their 
empty cavity values. The cross section of the ferrite disc is arbitrary in shape 
and is perpendicular to the axis of the cavity. 

Examples are givenin which the frequency shifts in a circular coaxial cav- 
aty, circular cylindrical cavity and rectangular cavity containing thin 
ferrite discs are derived for general TE and TM medes. The THM-type 
cavity 1s also considered. 


I. INTRODUCTION 


A possible experimental determination of the elements of the perme- 
ability tensor of a magnetized ferrite at any frequency and magnetic 
field rests on the measurement of the frequency shift that the sample 
produces in a resonant cavity.’ From this measurement and from the 
theoretical relation among frequency shift, ferrite and cavity geometry 
and ferrite properties, we may deduce the diagonal and off-diagonal 
components, » and x, of the Polder tensor. 

The theoretical relation referred to above is the result of the assump- 
tion usually made that the ferrite has small volume compared to the 
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cavity volume and produces a small perturbation of the fields in the 
cavity?” 
2de Wo? +W.” 


Wo e Wi 7 (1) 





Here W, is the total energy stored in the empty cavity at resonance, 
W,°” the additional magnetic energy stored in the sample, W,'” the 
additional electric energy stored in the sample, dw the shift of resonance 
frequency upon introduction of the sample and w» the resonant fre- 
quency of the empty cavity. The quantities Wo”, W,?” and W,\” 
are given by | 


We? == Ey: Eo*dr; 
Zz cavity 
Wi = 5 [ M-Hi*d7; M = xH (2) 
sample 
WP = 3 P-Eo*dr; P = xE 
sample 


where Ep and Hy are the electric and magnetic fields in the empty cavity, 
E and H are the corresponding quantities in the perturbed cavity; 
M and P are the magnetic and electric polarizations in the sample, and 
x and x, are the magnetic and electric susceptibilities of the sample. 

In any particular geometrical and modal situation, the right side 
of (1) must be evaluated and the result is then a relation between (dw/w») 
on the one hand and uy, «x and cavity and sample geometry on the other. 
The assumption in the perturbation theory is that electric and mag- 
netic fields just outside the sample are their (known) empty cavity val- 
ues. I'rom this and the requirement of continuity of tangential / and H 
and normal B and D at air-sample interfaces, we can obtain the fields 
inside the sample and so calculate the numerator of (1). This is the 
approach used by the authors in Refs. 1 and 2 and we shall continue 
to follow this. 

Instead of specializing to a particular cavity operating in a particular 
mode, as is done by the various authors in Ref. 1, we feel it would 
be quite useful to assume the ferrite sample placed in an axial cavity 
of generalized cross section operating in any Tl, TM or TEM mode 
and find the frequency shift produced by this sample. We shall assume: 
the cavity has a z axis which coincides with the z axis of the sample; 
the sample is a disc of arbitrary cross section; the sample volume is 
small compared to the cavity volume; the sample is magnetized along 
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the z axis; the cavity has perfectly conducting walls. The result of our 
endeavor is to reduce the right side of (1) to an expression containing 
a series of contour integrals only, in which yp and « are explicit coefficients 
of these integrals. The contour integrals are integrals of empty cavity 
fields (or potentials generating these fields) taken around the contour 
of the cavity and the contour of the sample in the transverse plane. 
For any particular geometry and modal distribution, these contour in- 
tegrals are easily evaluated, and we give examples of their evaluation 
in the circular coaxial cavity, circular cylinder cavity and rectangular 
waveguide cavity for the TEpg , TMygn , TMyqo modes. In these ex- 
amples, we consider thin ferrite discs. Thus the frequency shift, within 
the confines of a perturbation theory, is obtained for a quite general- 
ized cavity operating in any of its natural modes of oscillation; the 
frequency shift for any given cavity operating in any given mode can 
then be obtained from the general result. 

An interesting fact that emerges from the general result is that the 
expression for (dw/wo) is independent of x whenever the explicit time 
independent part of the field, or potential, is real. This reality of the 
potential corresponds to a linear polarization at any point in the trans- 
verse plane and since a linear polarization is equivalent to two equal 
and opposite circular polarizations (corresponding to +x and —« values 
of the off-diagonal element) the net effect is for x to cancel out of the 
interaction of the linear wave with the ferrite at each point of the fer- 
rite. This is the situation in the rectangular waveguide cavity with a 
rectangular slab sample, as we shall see later (Section 2.2.6). It is also 
the case in the TEM-type cavity (Section 2.2.5) since here, too, the 
fields are real and therefore linearly polarized at any given point in the 
ferrite. These cases are thus not suited for determining the off-diagonal 
component of the Polder tensor. 

On the other hand, we shall see that when we deal with a circular 
coaxial cavity or circular cylinder cavity (Sections 2.2.1 to 2.2.4) and 
choose a circularly polarized mode, the time independent part of the 
potential or field is complex and goes as e’”’ where @ is angle and p is 
angular mode number. In this case the circular polarization et?” in- 
teracts In an unbalanced way with the precessing spins and leads to a 
coupling to x. The expression for dw/w) thus involves both pw and « and 
is ideally suited for use in experimental determinations of Polder tensor 
elements. 

The existence of complex potentials is associated with a degenerate 
state of the system. Since degeneracy is usually related to a symmetric 
structure (e.g. square or circular guide), we state that in almost all 
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cases the only structures suitable for measuring « in thin ferrite samples 
are symmetric ones. There are, however, asymmetric structures which 
also have degenerate states. 


II. ANALYSIS 


2.1 Frequency Shift Produced by Thin Ferrite Disc Sample in Cavity of 
Generalized Cross Section. 


2.1.1 TH pw and TM pn type modes. We consider a cavity of arbitrary 
cross section with an axis in the z direction containing a thin disc of 
ferrite of small cross section. The ferrite sample is magnetized in the z 
direction (see Fig. 1). We assume the cavity walls are perfect, lossless 
conductors. We shall consider standing waves in this cavity, which are 
the result. of superposing the traveling waves -Ef(u, v)e#”*, where u, v 
are transverse coordinates and @ is the longitudinal propagation num- 
ber. 

The electric field in the empty cavity which satisfies the boundary 
condition that transverse Ep vanish at z = 0 and the condition div Ey = 
0, is obtained as a superposition of e”’ waves and is given by 


E, = E; sin Bz + LE, cos Bz 2 (3) 


where E, and E, are functions of transverse coordinates only. The condi- 





XC FERRITE 
DISC 





Z=0 


Fig. 1— Geometry of cavity and sample. C, C’, S and S’ are contours and 
cross sections of transverse section of cavity and ferrite sample, respectively; ¢ is 
thickness of ferrite disc; Zo is unit vector along axis of cavity; Hac is the steady 
applied magnetic field; E; is the transverse component of electric field Eo ; mo and 
no’ are outward unit normals to C and C’ and L is the length of the cavity. 
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tion that transverse Ep vanish at z = Z leads to 
BL = Nz, N =1,2,---, (4) 


where WN is the longitudinal mode number. 
We shall attempt to write the transverse electric field in terms of two 
potentials g and y which are functions of the transverse coordinates: 


E, = Vio + ZX Vl (5) 


where V; is the transverse gradient operator. With V = V: + 20(0/dz) 
and V-E,) = 0, we find from (3) and (5) 


Vie =r BE, = 0. (6) 


Since the z component of E, , LH, cos Bz, satisfies the wave equation, 
we find with (6) that 9 satisfies 
Kee 


(vi “Ie ke dp = 0, LE, = RB Y) 


2a (7) 


where Ao and A, are free space wavelength and cavity wavelength, 
respectively. 
In like manner, the transverse component of Ey , namely 


(Vig + Z X Vi) sin Bz, 
satisfies the wave equation and this leads to 
(Vi + key = 0. (8) 


The complete electric and magnetic fields in the empty cavity are 
thus given by 


2 
Eo = (Vio + 2 X Vi) sin Bz — “ yp COS B22 , 


Hy 


I 


EE (v. a, 2) % Ey (9) 


Ho 


: 2 : 
= iB | Vi cos eke Zo X Vig cos Bz — Mey sin Bet |. 
opin B? B 
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The existence of a g wave alone can be interpreted as a TM wave as 
(9) shows. The boundary condition on ¢ is determined by L, = 0 on C, 
and from (7) this is equivalent to y, = 0. If g = 0, then inspection of 
(9) shows that Hnormai also vanishes on C’. Transverse E is zero on the 
end plates of the cavity provided BL = Nr. 

The existence of a wy wave alone can be interpreted as a TE wave. 
The boundary condition that Hnormar = 0 on all conducting surfaces is 
satisfied if BL = Na and if (d¥/dn) = 0 on C, where nis the unit normal 
directed outward from C. If (d¥/dn) = 0 on C, we see from (9) that 
tangential E is also zero on C, as required. 

The problem now is to find contour integral expressions for the quan- 
tities W.°?, W. and W.™ defined in (1) and (2). For this purpose, 
we shall make use of the following three relations: 


[iveras = n2 [le Pas + f (evie") «ny dl, (10) 
2he i |¢P dS = § (vs) ("m0 — £°0.(V;,E°K.) mol dl, (11) 


[ve-@ xX VE") dS = f (eva -a (12) 


Here V;, is the gradient operator in k, space and é stands for either 
g or W. Equations (10), (11) and (12) apply to either C and S or to C’ 
and S’. The above relations are derived in Appendices I, II and III, 


respectively. 
Calculating first the electric energy stored in the cavity we have 
we = © f By-BS dr = = [ Vig |’ ao | Vib |’ 
8s 


“(Bieta 


where we are assuming that a y and w wave do not exist simultaneously. 
Making use of (10) and (11) with the condition that ¢ = 0 on C and 
(oy*/on) = 0 on C, we find 


2 
Wi oe $ (Vie °K) (Vip™ +mo) dl for g waves; 
Cc 
(14) 
Ws a § U"Vi(Va,W Ke) “mo dl for y waves. 
Cc 
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We next calculate the magnetic energy stored in the sample: 


WO? = # [ M-HA*ar 


w—-1l je 0 (15) 
M = xH; C= (—jr po l.0 
0 0 0 


According to the perturbation theory, the Hy and H appearing in (15) 
are the RF magnetic fields in the empty cavity and ferrite sample, re- 
spectively. From (15), 17, = 0; therefore (H,))* is not needed in the 
expression for W,°”. Continuity of tangential H from air to sample 
shows that we may use Hy in place of H in (15). The field to be used 
throughout (15) is, therefore, that given by (9) without the (7,)) com- 
ponent: 


Hy = # | -vw cos Bz + ae X Vig cos pe | : (16) 
0 


When (16) is used in (15) we find (Appendix IV) 


{B" cos” Bz 
we = 1 B20 


SoS Fe f Uw — 1) | ve f+ ieVd-to X VEN AS’ (17) 
"Uo s! 


where Zo (not to be confused with Zo) is the position of thesample along the 
axis of the cavity and f = 1 or (k?/6?) for —€ = wand & = g, respectively. 
- It is assumed ¢ < L. Transforming (17) to contour integrals through 
_ (10), (11) and (12), we have 


en TE a FG — 1) f (ev.e*) «mo dl! 
Ww" Ho Cc’ 





th (v8) Veet!) — E0UTs EK) me a! (18) 


+ Je $ eve") at’ ; 


The final step is the calculation of the electric energy stored in the. 
sample: 


Ws = ® [peta’, P=xB x=e-1, (19) 


e being the dielectric constant of the sample and Ep and E the electric 
fields in empty cavity and inside ferrite, respectively. Since E, = E,, 
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and elf,, = eeli,, we have 
Ws” = ee { [ By [' +21, P| da! 
_ ele — Dey 
2 


sin? Bzo i (veh +1 vb?) ds’ 20) 


4 om Be (Ke fle Pas']. 


Making use of (10) and (11), we find 
Ws” = a {sin Bz0 | § (EV,E") «no! dl’ 
ea 


ae ; ¢. [(Vi.& Ke) (ViE"-no’) _ ENV, (Viege *Ke) “no | ar | (21) 





2 
+ oon (#) §, [(Wiegl + ke) (Wie +o’) — £*VL(Ve,£ +e.) +100] wv 
where for TM modes (vg waves) both the sin’ Bz) and cos” Bz) terms are 
needed, and for TE waves (y waves) only the sin’ Bz) term is needed. 

2.1.2 TMoyqo type modes. The TM, type modes are obtained by con- 
sidering 6 = 0 in all e** field dependences, i.e. the cavity is cut off in 
the z direction and there is to be no field dependence on z. In this case 
we have 


(Vi +R)E =0, 


(22) 
ke=h-@=h, k= k. 


Since transverse E must be zero at z = 0 and z = J, and since there 
can be no z dependence in this case, transverse H must vanish every- 
where in the cavity. There can only be an #, component. Thus a TEp¢0 
mode can not exist, for then Ey) = 0 everywhere and Hy « curl Ep gives 
Hy = Oalso. A TM,,0 mode is the only possibility and we have 


Eo = EZ ; 


HL, (23) 


JVxXE, = nm xX VE, 
®pLO WiLO 

where //, is a function of transverse coordinates only. /, plays the same 
role now as ¢ did in the TMyqy case before. The boundary condition 
E, = 0 on C causes Ayorma) tO vanish automatically on C, as required, 
as is seen from (23). 
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Proceeding exactly as in the steps leading to (14), (18) and (21), we 
find 


We a on $ (VE. -k) (V.E.* ‘ No) dl, (24) 


we? = 2 Cc =) § (E.V.E,*) «no! dl’ 
a)" LL0 c’ 





oe Z . : f [(V,H,-k) (VE, * no) ~~ EZVAV.E2-k) No] dl’ (25) 
c’ 


a f (E.V.E,") ar ; 
x 


Wi.” = ead [(ViB.-k) (VE .*-n0') 
€ c’ 


(26) 
— E,*V.(V,2.+k) ny] dl’. 
2.1.3 TEM type cavity. In this case \, = 0, 8 = hk, andk, = 0. We 
can write the fields in terms of a single potential 9: 


E) = (Vig) sin £2, 
: , (27) 
Hy = joy X Ey = IB (2) X Viv) cos Bz, 
wo WLo 
where ¢ satisfies div Ey = 0 or 
Vio = 0. (28) 


The boundary condition Eyangentiay = 0 on cavity walls gives (d¢/dl) = 0 
or ¢ = constant on C’. This automatically makes Hyorma; = 0 on cavity 
walls as we see from (27). The end plate condition on transverse E again 
gives BL = Nr. 

The various stored energies are found as before, with use made of 
(10), (11) and (12): 


Wen = © [E,-Eo* pe of [ive ° as 


; (29) 
~ re $ (eVip*) -no dl, 
o 2 
wo = ooo fe B20 | aa) § (eVio*) no’ dl’ 
w*LLO ¢ 
(30) 


a Se 7 (oVip*) a’, 
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wi” = 2 | P-E,* dr’ = a | | Vo sin? Be’ dS! de’ 


_ ae — VD t sin” B20 [ | Vie | dS’ (31) 
2 s' 


_ — Laat as f (eV e*) ni! dl’, 

c’ 
where we have, in (31), used the fact that E is purely transverse and 
must be continuous from air to sample (E = Ep). 


2.2 Circular Coaxial Cavity (Higher Modes); Circular Cylindrical Cavity; 
TEM Type Cavity; Rectangular Cavity. 


We are now in a position to calculate the frequency shift in various 
cases from (1). 

2.2.1 Circular coaxial cavity, ferrite ring, TE pqn modes. The geometry 
we are considering is shown in Fig. 2. 

We are here dealing with a y wave only. Consider the sample placed 
at sin Bz = 0 (node of the electric field) so that from (21) there is no 
electric energy stored in the sample. _ 

The solution of (V/? + k2)y = 0 for the empty cavity potential in 
this geometry is 

y= oT (ker) + CN>(ker)l, 
= eZ (ker), a<r<a@, 


where J, and N, are Bessel functions of the first and second kind of 


(32) 





Z=0 


Fig. 2 — Circular coaxial cavity with ferrite ring of thickness ¢ placed at z = 
Zo 3 @1 and ae are inner and outer radii of cylinders; b; and bz are inner and outer 
radii of ferrite ring. 
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order p, Zp is the general cylinder function and C is an arbitrary con- 
stant to be determined by the boundary conditions. Z, satisfies” 


Zp (x) + = Z'(a) -- (1 — F) Z,(x) = 0, 


(33) 
i pn EL - 
The boundary condition (éy/dn) = 0 on C (r = ay, de) gives 
Zo (Ket) = Zz (keGe) = 0, 
Soot Jp (ket) _ Jp (heeds) 
No’ (kets) ~~ No! (keat2)’ 
k.d2 = Opa, », q = integers, (34) 
Onq = gthroot of Jp’ (kea1) Ny’ (kee) — Sp’ (kea2) Ny’ (kai) = 0, 
BL = Nr. . 


When (82) and (338) are used in (14) and (18) (remembering that C 
consists of the contours r = a, and r = az taken in opposite senses and 
C’ consists of the contours r = bi, r = be also taken oppositely) we find 


ra 2 2 
= | = 1) {2 (1 = ce) + kb ZpyaCl ov, p) 


2xp ba 
+ Z,1| + koe Z| can 


22 p 2 ee 
Ks a 1 — kat Ly (ka) 


with (@°/k’) = (Ao/d,)", BL = Na, kao = opq = roots of (34). The +x 
term arises from each of the two types of circular polarizations which 
are possible, i.e. e=’””. The functions Z, in the numerator are defined by 
Zy = Zy (kb). 

2.2.2 Circular coaxial cavity, ferrite ring, TMyqnv modes. Here we are 
considering a g wave with the sample again placed at sin Bz) = 0. The 
solution of (V/ + k.)e = 0 in the geometry of Fig. 2 is again given by 
(82), but the boundary condition g = 0 onr = ay, d2 now gives 
Zp(keti) = Zp(keae) = 0, 

Lies J (Kea) _J p(kede) 
N p(Ketts) No(keae)’ 
ka = Tyas p,q = integers, 
Tpq = gth root of Jp(k.a1)Np(kea2) — Jp(ked2)No(kem) = 0, 
BL = Nz. 


(35) 





(36) 


I 
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The evaluation of the cavity energy, magnetic energy in a sample, 
and electric energy in a sample [(14), (18) and (21)] is straightforward 
and leads to the following result for the frequency shift: 


dw _ 


Wo 


t 2 2p 2 
iG — 1) {2 ( — Ph) +t, Zyl — p) + Z ,-i| (37) 


aD e— 1k. i — 7B 2 eiaele 


lhe a 7% (bea) ae 


with (k7/k?) = 1 — (No/Ap), Ny = (2L/N), ket2 = Tro = roots of (36). 
The argument of the cylinder functions in the numerator of (37) is 
implicitly kb. 

2.2.3 Circular coaxial cavity, ferrite ring, TM modes. The solu- 
tion of (V7 + k)E, = 0 in this geometry is 


E, = eZ, (kr), 
Zp = Jn + CN>. 


The boundary condition #, = 0 on r = ay, ae gives the same set of 
equations as in (36) with k, replaced by k, except that BL = Nz is not 
now applicable. When (88), (36) and (83) are used in (24), (25) and (26) 
we find for the frequency shift 








(38) 


eae 
0 
t 
Llu wae BB) + Fatal - +28} ag 
2p —1 2p 7 
=: as Z, +—— “ay - ip Zetra + Ze heh" 


Fy aZ p1(ka) }% 


with kag = Tpq, Toq = Toots of (36). The numerator argument is kb. 
2.2.4 Circular cylindrical cavity, circular ferrite disc, TEpqv » TMyqn , 
TM,q0 modes. The geometry of this situation is obtained from Fig. 2 
by letting a: , b; approach 0, so that the ferrite ring becomes a disc. The 
frequency shifts in the various modal cases can then be obtained from 
(35), (37) and (39) by letting a; , b: approach 0 and putting C = 0 in (82), 
(34), (86) and (38), since only the Bessel function which is regular at 
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r = 0 (Jp) is now allowed. Under these conditions the following quanti- 
ties approach zero for p 2 0: 


2 
r ( — 22) Jo (7), 2rJ(r)Jp-1(r)(1 — 7p), 
iS erat o! pJ oO. rd a: (7); 2prJ pr) J pr(r)’ 
where r = k.a, or k.b; approaches 0. In other words, all quantities at the 


lower limits vanish in (35), (37) and (89) for this geometry. Equation 
(35) becomes for TE, gv modes: 





dey _ 
wo 
Btbtly ~«) 
Lae cE : te ‘( te: os 
2Kp 
2 _ 2 
+ ke =, J woul p) ae J | ae Be ls 





(0 ~ a) 70) | 


with (8°/k’) = (No/dy)”, BL = Na, ked2 = 8pq = roots of J,/(k-a2) = 0, 
»,q = integers. The numerator argument is k,b. 
For TM nv modes, (37) becomes 


dw 


0 


t be 2p 2 2 
male = Dy, z€ a pe.) + Keb JJ pad — p) + Jet} 


4. 2KP (e — » ke 2p 
= tape + as op — Fp Iona t Io 
ye * (Keata) 


he 2, do\’ 2 
Bo1-(), wa 


with k,az = tpg= roots of Jp(k-a2) = 0, p, g = integers. The numerator 
argument is k,b. 
For TM, 0 modes, (89) becomes 








babe (41) 
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dw _ 

a 

t be 2 

ale Dy, x - is) + apie — p) + Jp 


2 2 

ae Be 4+ <—— ta Patna + Jot | 

=r b? kb b=be ( 42) 

J pt “Aka 

kaz = tpq = roots of J,(kae) = 0, k = (2r/Xo), p, ¢ = integers. Again 

the sample is considered placed at sin 82) = O in (40) and (41). The nu- 
merator argument is kb. 

2.2.5 THM type cavity. In this case the quantity » appearing in 


(29), (80) and (31) is real so that 


ih a(y’) 
*, , — = — 
p eV e*- dl 5 ¢ Vie dl’ = 5 5, al’ dl’ = 0. 


Consequently, there is no coupling to x and this type of cavity is not 
suited for measurement of the off-diagonal component of the Polder 
tensor. If the sample is placed at sin 68% = 0, the eens shift is 


given by 
$ a(y’) 
dl’ 
we tu 1) Jeon (43) 
wo § dal 
fal on 


where 0/dn’ is the derivative along the normal to C or C’. 
2.2.6 Rectangular cavity, thin rectangular ferrite slab, TEpqv , TM pan 
modes. The geometry is shown in Fig. 3. 











Fig. 3 — Rectangular cavity containing rectangular ferrite slab. 
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For TE, gv modes, Y = cos k,x cos kyy. The boundary condition 
dy/on = OonC (@ =0,% =a,y = 0,y = Db) givesk,a = pr, k,b = qr 
where p, g = integers. The wave equation (V/ + k2)y = 0 then gives 
ke = ke +h? = kh — 6. Again BL = Nr. 

For TM yn modes, ¢ = sin k,x sin k,y and this satisfies the boundary 
condition ¢ = 0 on C if k,a = pr, k,b = qr. Again k? = kh, + k,? and 
BL = Nr. 

In each of these cases it is clear from (32) that the ferrite sample does 
not couple to x since = ¢g or Wis real. As a result, 


k § eV.e%-dl = = $ V.(z) -dl’ = 0, 
c’ 2 Je’ 


unlike the situation in the circular coaxial cavity [(85), (37) and (89)]. 
Thus the situation described here, as with the TEM cavity, is not suited 
to a measurement of x. We shall, however, write down the frequency 
shift in the TE, w case. 

We shall again consider the sample placed at sin Bz) = 0, so that there 
is no electric energy stored in the sample (21). After evaluating the 
various quantities needed in (14) and (18) and carrying out the inte- 
grations, we find for the frequency shift of a transversely centered slab. 





dw t Bad’ | ptati Sin 6; sin 62 
Eee 1) 1+ ( 1) ay Faas 85 





hk — ke si A, ke — k, si 4 
ae ( oye tale ee a ae y Sin 


2 2 _ ; : 
f= (¥), BL = Nr, ke = =, ky =>, 6, = kya’, 62 = hyd’, 


p,q = integers. 


III. REMARKS 


In the case of TM, ,y modes in the circular coaxial cavity or circular 
cylindrical cavity, we see from (37) and (41) that the frequency shift 
depends on the values of the three quantities yu, | «| and «. In these 
cases we placed the sample at sin Bz = 0. If now we place the sample 
at cos Bz = O, (18) shows that the stored magnetic energy in the sample 
would be zero while (21) would give a stored electric energy in the sam- 
ple proportional to « — 1. The frequency shift corresponding to (87) and 
(41) for this situation would thus depend only on e. From these two 
situations we could infer all three quantities yu, x and e. A similar argu- 
ment holds in the TE,,y case in circular coaxial or circular cylindrical 
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cavities [(85) and (40)]. If we placed the sample at cos 620 = 0 we would 
again find zero magnetic energy in the sample and now dw/w) would 
depend only on e — 1 [see (18) and (21)]. Thus, we could again infer the 
values of yw, x and e separately. In the TM), case, on the other hand, 
we can never separate the effects of » and x on the one hand and e on 
the other, since the stored magnetic and electric energies in the sample 
are independent of longitudinal position of sample, as (25) and (26) 
show. 

An interesting mathematical point is the manner in which py, « and e 
appear in the equations. From (18), (21), (25), (26), (80) and (81) we 
see that the contour integrals which are the coefficients of » and « in- 
volve normal components at the ferrite periphery of vector functions 
of the field quantities, while the contour integral coefficient of «x in- 
volves tangential components of vector functions of field quantities. 

Another point observed from (18) is that cavities in which the field 
potential (aside from the time dependence) is real (e.g. rectangular or 
TIEM type cavities) are not suited for determination of « since the basic 


x integral, @ éV.é*-dl’, vanishes. A polarization that is natural to the 


spin precession is needed and this is provided in the circular or square 
type cavities. In these cases the spatial field potential is complex and the 
x integral does not vanish. 

All results presented here apply also to the situation when the ferrite 
is lossy. In that case, », «, x and w become complex in all formulas. A 
discussion of the Q of the cavity in this case is given in the various papers 
of Ref. 1. 


APPENDIX I 


Derivation of Equation (10) 


Gauss’ Theorem applied to the disc of Fig. 1 is 
| aiv Gv ae’ = (eve) mi! aa’. (45) 


Since £V,é* is parallel to the surface S’, there is no flux of this vector 
through S’. Thus, with dA’ = tdl’ and dr’ = dS’-t we have 


i div (éV:*) dS’ = $ (EVE) mo! dl! = / (eve* + | VE |?) dS’. 
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With (V/ + k2)é = 0, this becomes 
/ [Ve ds! = ke [ |e? dS’ + ¢ (EV.E*) «ny dl’, (46) 
8 s' c’ 


which is also applicable to C and S. 


APPENDIX II 


Derivation of Equation (11) 


Consider two functions & and & which differ slightly, both satisfying 
the wave equation, and corresponding to the wave vectors k,, and k, , 
respectively: 


(Vi + ke )& = 0, 
(Vi + ke, )& = 0, 
k., = k, + dk, (47) 
key = ke + 2k,-dk. , 
fj = & + (Vz,to) dk. , 


where V;, is the gradient operator in k, space. We insert (47) into 
Green’s identity which, for the geometry of Fig. 1, 1s 


A (&*V/E — &V/b*) dS’ = $, (fo* Vidi — E:Viéo*) -mo’ dl’, (48) 


and equate coefficients of dk, terms on both sides. Then in the limit as 
£, approaches & = é, and noting from (48) and the wave equation that 


$ Gove — Vi") -no’ dl’ = 0, 
this procedure gives 
ake f se Ve $ [(Vi.,& Ke) (Wie* mo’) — €*Vi(Vn,£-Kk) -mo'] dl’, (49) 
Ss ? 


which is again applicable to C and S. A one-dimensional form of this 
result is given by Sommerfeld.’ 
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APPENDIX III 


Derivation of Equation (12) 
The following identity holds: 

Vi X (EViE*) = Vié X VEX + EV: X VEX = VEX ViE*, (50) 
so that 
i (ViE + Zo x V.t*) ds’ = [ Zo* (Vit* x Vit) ds’ 
. (51) 
~ I (Vie* X Vie) dS! = [ /Ve X (EVE*) dS = t. (ev.e*)dl-’ 

8 Ss 


where Stokes’ theorem has been employed and dS’ = z,dS’. 
APPENDIX IV 


Derivation of Magnetic Energy Stored in Ferrite, Equation (17) 


We decompose the rF Hp field in the cavity (16) into a combination of 
two circular polarizations of opposite senses and possibly different am- 
plitudes H, and H_, 


Hy = Hi6s + H_6_ ) (52) 


where 6, and 6_ are two-dimensional column vectors describing circular 
polarizations of opposite senses and unit amplitudes: 


wBie-eQ) 


Both 6, and 6 satisfy the following relations: 


6,* = 6_, 6,-6,* = I, é_-6_* = |, 64-6, = 0, (54) 
6_* = 64, 64° 6_ ==, 1, 6_- 64 — 1, 6_-d_ = 
Yurther from (15) we have 
XG, = X46, , 
(55) 


Xx, =(wu-—-lDtk. 
Then it is easily shown that 
M-H,* = x+| H4|' + x-| H_/, (56) 
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where from (16) and (53) 
Hs. = Ho: 63* 


—J8 cos Bz (ay | . ov HK (-% 22) | 
~  -V/2e0 (set aat) BAT a 1 ou 


for a yW wave and ¢ wave, respectively. Then (56) and (57) give 





2 2 
M-Ho* = pce [ue — 1) | We |? + jxVie-Zo X Vie*] 
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(57) 


(58) 


where f = 1 or (k’/6’)’ for £ = W and — = g, respectively. Equation 
(17) follows from an integration of (58) throughout the sample, with 


dr’ = dS’ dz. 
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The Effects of Mode Filters on the 


Transmission Characteristics of Circular™ 
Electric Waves in a Circular Waveguide 


By W. D. WARTERS 


(Manuscript received November 19, 1957) 


Departures from perfect geometry in a multi-mode circular waveguide 
used for circular electric wave transmission will cause coupling between the 
TE signal mode and the other propagating modes. Such coupling causes 
serious degradation of signal fidelity after long travel distances. These 
effects have been studied in a long 5-inch-diameter guide in the 9000-mc 
band, for effective pulse travel distances up to 12 miles. Mode filters have 
been developed which suppress all spuriously generated modes in this 
guide. It is found that the insertion of these mode filters at reasonable 
intervals along the waveguide reduces pulse distortion to a negligible level 
and smooths the variations in the loss versus frequency characteristic. 


I. INTRODUCTION 


A circular waveguide operated in the TE: or circular electric mode 
is very attractive for use as a long-distance transmission medium.!: ? 
The attenuation coefficient of the TE: mode decreases monotonically 
with increasing frequency in a given waveguide so that, in theory, one 
can transmit information through such a system with as low a loss as 
desired merely by operating at a sufficiently high frequency. In practice, 
in order for one to take advantage of this low-loss property, the fre- 
quency must be so high that the waveguide is operating in the multi- 
mode region. This introduces the probability that coupling will occur 
between the low-loss TEo: signal mode and the other propagating modes 
if there are any deviations from perfect circularity and straightness in 
the guide. The coupling resulting from a series of imperfections, with 
the resultant transfer of power back and forth between TE and other 
modes, can cause serious degradation of the transmission properties of 
a long waveguide. These mode conversion and reconversion effecis 
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present one of the most serious problems to the use of waveguide as a 
practical long-distance transmission medium. 

Much research has already been done on this and other aspects of 
TEoi transmission properties. Discussions of earlier contributions are 
included in a paper by Miller? which views the over-all problems and 
possibilities of TE: transmission systems and discusses in detail many 
specific problems, including mode conversion. 

Several ways of combating mode conversion effects have been pro- 
posed. Good results can be obtained over narrow frequency bands by 
cancelling one imperfection against another by such actions as orienting 
individual pipe sections or adjusting the joints between sections. How- 
ever, this approach destroys one of the most attractive features of 
waveguide as a transmission medium, its enormous bandwidth capa- 
bilities. An obvious solution is to eliminate the mode conversion by 
obtaining as nearly perfect a waveguide as possible. Unfortunately, the 
tolerances required to accomplish this in a practical waveguide appear 
to be unattainable. A more reasonable approach is to provide high loss 
in the waveguide to all modes except the desired TEo: mode, thereby 
attenuating the spuriously generated modes before reconversion to TEa 
can occur. Ideally, this loss would be provided continuously along the 
waveguide, perhaps by using a modified guide structure such as a helix 
waveguide.?: > However, considerable improvement can be achieved in 
the performance of a regular solid copper guide by inserting discrete 
mode filtering structures at intervals along its length. 

The purpose of the experiments described in this paper was (1) to 
investigate the seriousness of mode conversion effects in a long waveguide 
which had been erected as carefully as possible, (2) to develop a discrete 
filter which would be effective against the spurious modes generated 
from TEo in this waveguide and (8) to study the TE. transmission 
properties of the line with these filters inserted at various spacings. 


II. OBSERVATIONS OF MODE CONVERSION EFFECTS 


The waveguide used in these experiments was the 4.73-inch Lp., 
5.00-inch o.p. installation at Bell Telephone Laboratories in Holmdel, 
N.J. It was constructed in 1946 for operation at 9000 mc, where it will 
support 40 modes. The theoretical TEq attenuation constant at 9000 
mc is about 2 db per mile. It is the same line used and described in earlier 
papers.! ? . 

The shuttle-pulse equipment developed by A. C. Beck! was used for 
the transmission tests. This system is shown in Fig. 1. A 0.1 microsecond 
pulse is introduced into the line and bounces back and forth between 
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shorting pistons at each end. The transmitter and receiver coupling holes 
are so small that the loss through them is negligible compared to the 
heat loss of the line. By changing the variable delay, which controls the 
scope sweep, one can observe the pulse on the scope at any desired time 
after it has entered the line and, therefore, after any desired number of 
trips up and down the line. The coupling holes respond to many of the. 
40 propagating modes, but, because of the high attenuation of all but 
TEo , only that remains after several trips. 

This system provides good conditions for studying mode conversion- 
reconversion phenomena in the line because the pulse traverses the same 
guide many times. Since identical conversions and reconversions occur 
during each trip, their effects become very pronounced after many 
trips. Also, if no loss to unwanted modes is provided at the ends of the 
line, an imperfection which causes a conversion from TE: to some 
other mode X as the signal pulse travels down the line will cause a 
reconversion of the same magnitude from X back to TE o: when the 
spurious pulse X travels back up the line. This reconverted TEo: pulse 
will, in general, not be in phase with the main TE signal pulse which 
is also traveling back up the line. The phase difference depends on the 
identity of mode X, the operating frequency and the distance between 
the imperfection and the reflecting piston. By moving the piston, one 
can change this phase difference and observe the period of the inter- 
ference with piston motion, thereby identifying mode X. Since the same 
process occurs each trip, the magnitude of the interference increases 
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Fig. 1 — Block diagram of pulse transmission test equipment. 
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Fig. 2 — Measured variation of TK, pulse height with piston position after 
40 coud trips in a 425-foot waveguide with no filters. 


with the number of round trips the signal pulse has traveled, so very 
small effects become visible after many trips. Of course, this process 
occurs for each imperfection in the line with the magnitude and piston 
period characteristic of that imperfection and the modes it generates. 
Thus, for a line with many random imperfections, we can expect a very 
complicated fluctuation of observed pulse height with piston motion 
when no mode filters are in the line. If effective filters are inserted in 
front of the piston, power which is converted on the way down the line 
will be absorbed and can no longer reconvert to TE on the way back. 
Therefore, the fluctuations with piston motion should disappear when 
mode filters are inserted. The same general argument explains the effects 
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observed when the operating frequency is changed and the piston is 
held stationary, except that, in this case, the electrical length of the 
waveguide is changed. Therefore, the effect of changing frequency is 
similar to that of linearly stretching or shrinking the guide at constant 
frequency. 

The effect on the TEq: pulse of traveling many round trips in a wave- 
guide with no filters is shown in Figs. 2 and 3. The guide was about 425 
feet in length to the central piston position. Fig. 2 shows the measured 
variation of the pulse height with piston position after 40 trips at various 
frequencies. The available piston travel was about eight feet. Points 
were taken only at the extremes of the variations, so fine-grain accuracy 
was not obtained. Although some of the curves show regularities, the 
variation in general is more or less random, as is expected for a line with 
random imperfections. Photographs of the oscilloscope traces were taken 
at several frequencies at the piston positions giving the highest and the 
lowest observed pulse heights. Some of these photographs are shown 
in Fig. 8. Each trace shows three consecutive trips, the center trip having 
traveled the distance noted at the left of each pair of photographs. The 
receiver sensitivity has been adjusted in each case so that the pulses are 
the same size. Of course, the attenuation constant is actually much higher 
at the unfavorable piston positions, in some cases by a factor of 1.5. 


FAVORABLE UNFAVORABLE 
PISTON POSITION PISTON POSITION 


9375 MC 


9090 MC 


5700 YDS (20 TRIPS) 








2900 YDS (10 TRIPS) 


8600 YDS (30 TRIPS) - 





ag 


Fig. 3 — Oscillograms of pulses at good and bad piston positions for various 
travel distances in a 425-foot waveguide with no filters. 
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It is clear that the distortion of the pulse becomes very severe after 
many trips with the piston at the unfavorable position. This distortion 
occurs because the reconverted TE: pulses, having traveled for a while 
in spurious modes, occur at different times and with different phases 
from those of the signal pulse. The small pulses along the baseline in 
the 9375-me pictures at 10 trips are mostly modes other than TE 
which were introduced by the transmitting coupler and have not yet 
died out. However, all distortions of the pulses at larger distances are 
caused by mode conversion-reconversion interference. 

Obviously, mode conversion has important effects on the transmission 
characteristics of this line. The next step in the investigation was to 
identify the spurious modes present and to discover a mode-filtering 
structure which would provide high loss to them. 


Ill. DEVELOPMENT OF AN EFFECTIVE MODE FILTER FOR THE 5-INCH LINE 


Earlier work by A. P. King and others at Bell Laboratories has 
resulted in several mode filter designs.? Some of these are illustrated in 
Fig. 4. The radial card filter consists of resistive sheets mounted in 
foamed polystyrene along diametral planes of the guide. The TEon 
E-lines, being concentric circles, are always normal to the sheets. All 
other modes have either a radial or longitudinal component (or both) of 
electric field and therefore suffer loss in such a device. The spaced-ring 
line and helical line are structures which provide good guide-wall con- 
ductivity only in the circumferential direction, which is all that the 
circular electric wave requires, and poor conductivity in the longitudinal 
direction. Since all modes except the circular electric modes have wall 
current in the longitudinal direction, they suffer increased loss in such 
a structure. 

It was felt that the spaced-ring and helical structures would be best 
suited to the purposes of these experiments, since they should have lower 
TE: loss than the radial card filter. The polyfoam mounting raises the 
TE loss sufficiently so that frequent insertion of radial card filters in a 
long line is not practical. 

Since the important spurious modes in the 5-inch line were not as yet 
identified, it was decided to perform preliminary studies on the effective- 
ness of spaced-ring and helical filters, using modes which were readily 
generated with available apparatus. Therefore, an experiment was 
performed to measure the TE, and TMy losses and the TEy-TMun 
conversions in these structures. The TMi mode is known to be a serious 
problem in TEo: transmission around bends.?: 4 
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The experimental setup is sketched in Fig. 5. The pulse transmitter 
delivers a short pulse 0.006 microseconds in length at a 100-ke rate. 
Both this transmitter and the associated receiving equipment were 
developed and built by A. C. Beck and G. D. Mandeville of the Labora- 
tories.® The filter under test is mounted at one end of about 300 feet of 
the 5-inch line, and the movable shorting piston is located inside the 
filter. Test pulses are then transmitted and received from the other 
end of the line by means of pure mode transducers.® With the setup as 
shown, the transmitted and received pulses can be in either the same or 
different modes. The short pulse gives enough time resolution for the 
modes of interest to be separated completely after 300 feet of travel 


RESISTIVE SHEETS IN 
POLYFOAM MOUNTING ~s. 


\ 
\ 


(a) RADIAL CARD FILTER 


SPACED COPPER RINGS—~ 








ry xy 
Ib hy 

| 
se Mi on Mw OO 


SSS 





(b) SPACED RING LINE 


—-— LOSSY JACKET 


FINE WIRE WOUND 
IN CLOSELY- -~ 
SPACED HELIX 





(C) HELICAL LINE 


Fig. 4 — Several kinds of discrete mode filters. 
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because of their different group velocities. Changing the position of the 
piston changes the exposed length of the filter under test. Because of the 
reflection in the piston, the effect of a filter of twice the length of the 
exposed section is measured. Normalization of the data to zero filter. 
length is easily done by placing the piston in front of the filter. 

The results of measurements of TMi, and TEn losses and of TEu-TMn 
conversion versus filter length in a spaced-ring line are plotted in Fig. 6. 
The filter used consisted of ?;-inch-thick copper rings separated by 35- 
inch air spaces. It can be seen that the interactions are fairly complicated. 
Recent work by Morgan and Young on the theory of helix waveguide’. 
indicates that a set of noncoupled propagating modes can exist in a 
spaced-ring or helical structure, but that their field configurations are 
quite different from those of the modes found in a solid circular guide. 
Therefore, one expects the insertion of such a filter in a solid guide to 
produce conversions at the first guide-to-filter boundary between the 
incident solid-guide mode to several of the helix-guide modes, as well as 
conversions at the second boundary from these helix-guide modes back 
to several solid-guide modes, including the incident mode. Each of the 
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Fig. 5 — Block diagram of equipment for mode losses and conversions in mode 
filters, using the 9000-mc short pulser. 
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solid-guide modes departing from the filter will consist of several com- 
ponents, each produced from a different one of the modes inside the 
filter and with a relative phase that can be changed by changing the 
length of the filter. Therefore, an involved picture of loss versus filter 
length for the various modes is to be expected. A much simplified anal- 
ysis of this interaction, using only two modes in the solid guide and two 
in the filter and disregarding reflections, is outlined in the Appendix. 
This solution gives fairly good agreement with the observed curves, and 
has been used to obtain the approximate attenuation constants noted 
on Figs. 6 and 7. 

Spaced-ring lines of various spacings and ring thicknesses and with 
both air- and neoprene-filled spaces were tested in similar fashion. 
Helical lines wound of several wire sizes and with various jacket materials 
were also built and measured. Fig. 7 shows the results obtained with a 
helix wound of No. 30 Formvar-coated wire and coated with a carbon- 
loaded casting cement. This helix gave the best performance of the 
several filter designs tested. Therefore, several copies of it were made 
for use in the tests described below. 

The effects on the TE: pulse of the 425-foot line with several 18- 
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Fig. 6 — Measured TE; loss, TMi: loss and TEi1-TMi: conversion vs. filter 
length in an air-spaced, spaced-ring mode filter. 
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inch helical filters spaced uniformly along its length are shown in Figs. 8 
and 9. These measurements were taken in the identical fashion as the 
no-filter results given in Figs. 2 and 3. 

Tig. 8 shows the measured pulse height variation versus piston posi- 
tion after 40 trips, with nine helices in the line. These curves were taken 
at the same frequencies and are plotted on the same scale as the curves 
of Fig. 2. The filters produce a marked reduction in the pulse height 
fluctuations at 8330, 8825 and 9090 mc. At 8575, 9375 and 9680 mc, 
the fluctuations are only slightly lessened and have become almost 
periodic. This regularity indicates mode conversion-reconversion inter- 
ference between TE and a single other mode. The period of the varia- 
tion at all these frequencies is exactly that to be expected from a TEoi- 
TEi2 conversion-reconversion process. 

Tig. 9 includes photographs of the pulses at the same frequencies and 
piston positions as Fig. 3, after eight helices were inserted in the line. 
The distortion is greatly reduced, and at 9090 mc, where the pulse height 
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Fig. 7 — Measured TE,; loss, TMi: loss and TE11-TMi: conversion vs. filter 
length in a helix mode filter constructed of No. 30 wire with a lossy jacket. 
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Fig. 8 — Measured variation of TKo pulse height with piston position after 
40 round trips in a 425-foot waveguide with nine helix mode filters. 


fluctuation was greatly reduced, the difference between favorable and 
unfavorable piston settings is practically eliminated. Note that, because 
of this improvement, we were able to observe the pulses after more trips 
than in Tig. 3 

We conclude that the helical filters used in this experiment were 
effective against all spuriously generated modes except TEi2. At fre- 
quencies where the net TEo-TE:. conversion in the waveguide is small, 
presumably because the electrical length between conversion centers is 
unfavorable to TE1, build-up, the pulse height and shape vary little 
with piston setting after the addition of the helices to the line. At 
frequencies where the TE1-TEi2 conversion is strong, the pulse shape 
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and height vary with piston position and with the THo-TFi2 conversion 
period. 

The mode TEi:2 arises from such defects in the waveguide as offset 
axes, tilted joints or curvature in the longitudinal direction. It has the 
second lowest loss of all the modes in the 5-inch pipe at 9000 me, its 
attenuation constant being only 23 times that of TE. Its field is 
concentrated in the center of the guide and is but loosely coupled to the 
wall, producing relatively small longitudinal wall currents. For this 
reason, it is not affected as greatly by the helical line as are other modes 
with higher longitudinal currents. The TE12 loss in the helices described 
above was measured and found to be about 1 db per meter, or about 0.5 
db per filter. The recent work of Morgan and Young indicates that this 
loss could have been increased by the use of different jacket materials. 

To improve their TE,. performance, existing helical sections were 
modified by the addition of diametral resistance sheets. The resulting 
filter is shown in Fig. 10. The sheets are made by coating thin Mylar 
film on both sides with resistive material, then cutting from the film a 
section shaped like two isoceles triangles joined at their apexes. This 
section is twisted and mounted inside a helix in such a way that the 
plane of one triangle is perpendicular to the plane of the other, each 
plane being defined by the axis and a diameter of the guide. This twisted 
sheet provides loss to all polarizations of TEy2. 

FAVORABLE UNFAVORABLE 
PISTON POSITION PISTON POSITION 


9090 MC 


5700 YDS (20 TRIPS) 
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Fig. 9 — Oscillograms of pulses at good and bad piston positions for various 
travel distances in a 425-foot waveguide with eight helix mode filters. 
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Since it was impossible to run the piston inside the resistance-sheet 
helical filters, a slightly different measuring technique from that used 
with the spaced-ring and helical lines was employed to determine the 
optimum surface resistivity of the sheet. Instead of the test section being 
at the far end of the line (see Fig. 5), it was placed at the near end, just 
beyond the transducers. Using this system with the short-pulse equip- 
ment, modes produced at the filter by conversion from the incident 
mode are resolved in time by the trip down the line and back. On the 
return trip through the filter, each of these modes will again suffer 
various conversions, so that there will be pulses in several different 
modes at each of several times, each time corresponding to the travel: 
time of a particular mode produced at the first trip through the filter. 
Therefore, by sending and receiving through pure-mode transducers 
and measuring travel times, one knows the transmitted mode, the mode 
in which the power traveled and the received mode — and quite an 
assortment of mode loss and conversion data can be obtained. 

Fig. 11 shows the measured TEy, and TE; losses and TEn-TMn , 
TEu-TEi2 and TEy,-TEs; conversions in a resistive-sheet helix versus 
the rF surface resistivity of the film. The TE, and TE, losses show 
definite maxima with resistivity. From these data it was decided that a 
film resistance of 200 to 300 ohms per square gave optimum performance. 
Accordingly, films were made in this range and mounted in the available 
helices. 

A comparison of the effectiveness of the helical filters with that of the 
resistive-sheet helices at 9375 mc is shown in Fig. 12. With two regular 
helices in front of the movable piston, the 40th-trip TEo pulse height 
varies about +3 db with piston position, exhibiting the TEo-TEi. 
period. With one resistive-sheet helix before the piston, the variations 
are reduced to -40.5 db, which is within experimental error. 
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Fig. 10 — A resistance-sheet helix mode filter. 
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Fig. 11— Measured losses and conversions vs. sheet surface resistance for 
several modes in resistance-sheet helix mode filters. 


We conclude that the resistive-sheet helices are effective in suppressing 
all modes which are spuriously generated from TE: in the 5-inch wave- 
guide. They were used in the remainder of the work reported below. 


IV. MEASUREMENTS OF ATTENUATION VERSUS FREQUENCY WITH VARIOUS 
FILTER SPACINGS 


In a practical use of waveguide as a long-distance transmission 
medium, the effects of mode conversion-reconversion will become 
apparent not by moving pistons, but by variations in the attenuation 
versus frequency characteristic of the waveguide. For a broadband 
system, it is obviously desirable that this characteristic be flat over 
wide regions of the spectrum to be used. If mode conversion is present, 
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one expects a more-or-less chaotic variation of the attenuation versus 
frequency, depending on the relative positions and phases of the con- 
verting centers, as described earlier. 

The insertion of discrete mode filters at regular intervals in a long 
waveguide divides the line into a series of short independent sections, 
since the conversion occurring in one section cannot cause reconversion 
in another. At a given frequency, the attenuation constant of the line 
is the average of the attenuation constants of these independent sections. 
This average will vary about some mean value as the frequency is 
changed. By decreasing the filter spacing, and thereby increasing the 
number of independent sections in a given line, the average is taken over 
a larger sample and its variance about its mean should decrease. Also, 
since the maximum distance over which interactions can occur will be 
reduced, the average attenuation constant will vary less rapidly with 
frequency. Therefore, we expect that the attenuation versus frequency 
characteristic of a given line will show smaller and less rapid variations 
about a constant mean value as the filter spacing is decreased. 

Measurements of this kind have been made in a 500-foot length of 
the 5-inch line. The results are shown in Fig. 13. Points were taken every 
25 me in frequency, except in the vicinity of 8800 mc, where a resonance 
in the sending apparatus at the TM, mode cutoff frequency interfered 
with the measurement. The 0.1-microsecond pulse which was used has 
a width of about 20 mc, and the reproducibility of the pulse center 
frequency is +5 or 10 mc; so the measurements are about as fine-grained 
as is possible with this equipment. The TE. loss of the resistance-sheet 
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Fig. 12 — Comparison of effectiveness of helix and resistance-sheet helix mode 
filters at 9375 me. Measured pulse height vs. piston position variations after trans- 
mission through two helices.or one resistance-sheet helix. 
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Fig. 13 — Measured TE: attenuation constant vs. frequency in a 500-foot 
watendits with resistance-sheet helix filters at various spacings. 


helices, 0.027 db per filter, has been subtracted from these results to 
allow a direct comparison of the mode conversion effects. 

Curve (a) of Fig. 18 shows the measured TE: attenuation constant 
versus frequency with a resistance-sheet helical filter at each end of the 
500-foot line. This arrangement decouples the mode conversion effects 
of one trip from the next trip and gives the true attenuation constant 
of the line as a whole. Curve (b) shows the measured TE. attenuation 
constant versus frequency with a third mode filter inserted at the middle 
of the line, giving an average filter spacing of 250 feet. Curve (c) gives 
the results with an average spacing of 125 feet, and (d) gives those with an 
average spacing of 62 feet. As the filter spacing is decreased, the fluctua- 
tions in the attenuation constant versus frequency decrease in magnitude, 
as expected, and the peaks broaden out so that the curves become much 
smoother. 
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For curve (d), with an average filter spacing of 62 feet, the 500-foot 
line was divided into eight supposedly independent sections by the nine 
mode filters used. To determine whether these eight sections indeed 
acted independently, a further experiment was performed. The results 
are shown in Fig. 14. The line was divided in the middle and the two 
halves were measured separately. These measurements are shown as 
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Fig. 14 — Measured TE: attenuation constant vs. frequency for parts and for 
whole of 500-foot waveguide. 
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curves (a) and (b); they were made with a modified transmitting and 
receiving coupler so that the TM, cutoff resonance at 8800 me no longer 
appears. Although these curves are quite dissimilar, their average at 
each experimental frequency, which is plotted in curve (c), is in excellent 
agreement with the results obtained for the whole line, shown in curve 
(d). This agreement indicates that the individual line sections between 
filters do act independently and that the attenuation constant of the 
whole line is indeed the average of the attenuation constants of the 
individual sections. 

These curves also illustrate the reduction in the magnitude of the 
fluctuations which is obtained by increasing the number of line sections. 
One expects that a much longer line with the same filter spacing would 
show much less variation of TE attenuation constant with frequency. 
It should be pointed out that this does not mean that the transmitted 
signal through the longer line will show less variation in amplitude. 
Elementary statistics tells us that the standard deviation of the attenua- 
tion constant should decrease as 1/+/n, where n is the number of equal 
independent line sections. Therefore, the standard deviation of the 
transmitted power level (expressed in db) should increase as ~/n. 


Vv. CONCLUSION 


These experiments have indicated that mode conversion-reconversion 
phenomena can have considerable effect on the TE: transmission prop- 
erties of a long multi-mode waveguide. It is very desirable to provide 
additional loss to modes other than TE by the use of mode filters. The 
mode TE is a particularly troublesome one because it is generated from 
TEo: in the types of imperfections likely to be encountered in a practical 
waveguide, has a low attenuation constant and is relatively difficult to 
suppress. 

Mode filters have been built which are effective against all modes 
spuriously generated in a 5-inch waveguide at 9000 me, including TEi. . 
They consist of a section of helix waveguide with a lossy jacket and 
diametral resistance sheets mounted inside. 

With effective filters in a 500-foot waveguide, distortion of the TE 
signal pulse after it has traveled distances of the order of ten miles is 
negligible. However, the TE attenuation constant still fluctuates with 
frequency because of mode conversion-reconversion interactions in the 
line sections between filters. These fluctuations may be reduced consider- 
ably by decreasing the spacing between filters in the line. A spacing of 
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about 60 feet was found to smooth the attenuation versus frequency 
curve of a 500-foot waveguide sufficiently for it to be reasonably flat 
over bandwidths of the order of 100 me. 
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APPENDIX 


We shall discuss here the junction between a solid waveguide and a 
helix waveguide under the simplifying assumptions that (1) the solution 
can be written in terms of only two solid-guide modes and two helix- 
guide modes; (2) there are no reflections from the junction and (8) the 
junction is lossless and reciprocal. 

Under these assumptions one can write a 2 X 2 transfer matrix [T] 
to represent the transmission from solid to helix guide. Transmission 
from helix to solid guide is then given by [T], the transpose of [1]. 
Therefore the transmission through a helix-guide section of length | 
inserted in a solid guide is given by the matrix equations 


(01 = (SOIL 
= es 0 
sO] = Mf Oy fen, 


where [O] and [/] are column matrices representing the normalized out- 

put and input mode amplitudes, respectively, and I, and T, are the 

propagation constants in the helix guide of the two helix-guide modes. 
When 1 = 0, we expect [O] = [E], so that 


(1) 


[TIT] = [1. (2) 
Conservation of energy requires that 
[TIT*] = (1), (3) 


where the asterisk denotes complex conjugate. 
Equations (2) and (8) enable one to write the components of [7'] in 
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the form 
= harns b 
—b VIB’ 
so that . 
sD] = i —W)e 4 RE bY — Be | 
bV/1 — (eT —e™) Ve 4+ (1 — We ™ 


The absolute squares of the components of [S(/)] represent the power 
transmission and conversions for the solid-guide modes resulting from 
the presence of the helix section. After some algebraic manipulation, 
they may be written 


| Su(1) 2 = 20° — be @#t*v? [cosh (Aal — ¢) + cos ABl] 
| Sea(Z) 2 = 20°(1 — bye ate»! [cosh (Aal + v) + cos Api] (4) 
| Si(2) [2 = 20°01 — b’)e2**v" [cosh Aal — cos AGl] 

where T, = a, + j62, Ty = ay + jBy,; 
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Fig. 15 — Plots of Equations (4) for b? = 0.852, az = 6.8 db per meter, 
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and 


Aa = dy — Qz 
AB = B, — Bz 
b’ 


yg = log. CB 


Equations (4) are plotted in Fig. 15 for the values of the parameters 


which give the best fit to the TEn-TMu results for the helix of Fig. 7. 
A comparison of Figs. 7 and 15 shows good qualitative agreement. 
However, the lack of good quantitative agreement would indicate that 
the interaction is more complex than the simple case of the above 
analysis. 


REFERENCES 


1 


Miller, 8. E. and Beck, A. C., Low-Loss Waveguide Transmission, Proc. I.R.E., 
41, March, 19538, pp. 348-358. 


2. Miller, S. E., Waveguide as a Communication Medium, B.8.T.J., 33, November, 
3. 
4 


1954, pp. 1209-1266. 
Morgan, 8. P. and Young, J. A., Helix Waveguide, B.S.T.J., 35, November, 
1956, pp. 1347-1384. 


. Jouget, M., Effects of Curvature on the Propagation of Electromagnetic Waves 


in Guides of Circular Cross Section, Cables and Transmission (Paris), 1, No. 
2, July, 1947, pp. 133-153. 


. Beck, A. C. and Mandeville, G. D., Microwave Traveling-Wave Tube Milli- 


microsecond Pulse Generators, I.R.E. Transactions on Microwave Theory 
and Techniques, MTT-3, December, 1955, pp. 48-51. 


6. Miller, S. E., Coupled-Wave Theory and Waveguide Applications, B.S.T.J., 


33, May, 1954, pp. 661-720. 


Research Models of Helix Waveguides 


By C. F. P. ROSE 
(Manuscript received April 29, 1957) 


A satisfactory technique of constructing research models of helix wave- 
guides has been evolved. A helix of insulated copper wire 1s wound on a 
mandrel and surrounded by a sheath of lossy material which, in turn, ts cov- 
ered by an outer plastic jacket reinforced with fiberglass. Units with 2-inch 
inside diameters have been made in lengths of 18 and 112 inches with ob- 
served circular-electric-wave losses 90 per cent above theory for an ideal 
copper tube at 55,000 me. 

In short lengths, the helix waveguide provides a useful component known 
as a mode filter which may be inserted at intervals in a solid-wall waveguide 
transmission line. The long lengths are of interest in producing an all- 
helix waveguide, which is expected to have superior transmission properties. 


I. INTRODUCTION 


A cylindrical metallic waveguide provides a unique transmission line 
for a circular electric wave having a wavelength less than one third the 
inside diameter of the waveguide. Under such conditions the lowest 
circular electric wave, TE: , has less loss than any other mode. Further- 
more, for perfectly round straight pipe, the losses for this mode decrease 
indefinitely as the frequency increases. Unlike all other modes, the cir- 
cular electric modes induce no longitudinal wall currents. The currents 
which do flow are in the circumferential direction and result from the 
action of the pipe in restricting and directing the propagating energy. 

Rigorous theory and experimental data substantiating the validity of 
the above statements have been presented elsewhere. (Refs. 1 through 6). 
The usefulness of these properties has provided the stimulus for a compre- 
hensive study by Bell Telephone Laboratories at Holmdel, N. J. For this 
purpose, a round waveguide having a 2-inch inside diameter has been 
selected, and it is anticipated that its transmission will be useful over 
the band from 35,000 to 75,000 megacycles. Aside from economic con- 
siderations, the penalty for using a larger diameter is that the number 
of parasitic modes which may propagate is greatly increased and the 
physical tolerances become more critical. 
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There are numerous ways by which parasitic modes may be generated. 
Some of the most troublesome causes are axial discontinuities such as 
sharp bends, steps at junctions and ovality inside the pipe. Even though 
such mechanical irregularities are reduced to a practical minimum, it 
has been shown that the residue still produces electrical effects which 
are more than can be tolerated, (Ref. 5, pp. 1227-1229). One method of 
reducing effects of unwanted modes is to add mode filters at intervals 
along the line. An early version of such a device (Ref. 6, p. 1127), 
shown in Tig. 1, consisted of a succession of transverse copper rings 
separated from each other by spacer rings of lossy dielectric. This pro- 
vides poor longitudinal conductivity but good circumferential conductiv- 
ity, so that the losses for the circular electric wave group remain low 
while those for other modes become substantial. Since the unwanted 
energy is dissipated in the lossy medium, there is no possibility of 
reconversion to the circular electric mode. In the absence of such mode 
filters, the intermode effects cause serious distortion of the signal wave, 
because of a difference between the phase constants of the interfering 
mode and the signal mode, (Ref. 5, pp. 1230-1239). 

A structure analogous to the one briefly described above but easier 
to construct has been developed and is illustrated in the cutaway view 
of Fig. 2. The completed structure is best described as a sheathed helix 
waveguide. The inner waveguide surface is a closely wound helix of 
insulated copper wire which is substituted for the spaced rings of its 
predecessor. The helix is surrounded by a lossy sheath and this, in turn, 





Fig. 1 — Spaced-disk mode filters, 
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‘Fig. 2 — 18-inch helix waveguide or mode filter. 


is encased in a fiberglass-reinforced plastic jacket. Eighteen-inch lengths 
of such a structure offer a useful waveguide component for the laboratory 
and a device for reducing the effects of unwanted modes resulting from 
imperfections in an otherwise solid-wall waveguide. We are therefore 
interested in these short lengths for use as mode filters and in longer 
lengths for assembly into an all-helix waveguide system. The longer 
units were limited to 112 inches, since this is the present maximum 
convenient length from a constructional viewpoint. The following 
paragraphs tell how such units have been constructed. 


II. CONSTRUCTION OF HELIX WAVEGUIDE MODE FILTERS 


As mentioned previously, the mechanical irregularities in solid-wall 
waveguide must be minimized. For instance, for operation at 55,000 
megacycles it appears desirable and practical to call for an over-all 
tolerance, including ovality, of 40.001 inch for a nominal inside pipe 
diameter of 2.000 inches. At joints, a misalignment producing a step of 
greater than 0.0005 inch is undesirable. Even with these rigid degrees of 
tolerance in solid-wall waveguides, the introduction of parasitic modes 
is such that mode filtering is an additional requisite. The tolerances for 
the mode filters are just as exacting. Therefore, the casting of these 
glass-reinforced plastic units must start with a precise mold or mandrel. 
We have used one made of stainless steel tubing, centerless ground and 
polished to an outside diameter of 1.998 inches 0.0005 inch. This 
nominal diameter for the mandrel allows 0.002 inch curing growth before 
the inside diameter of the finished product reaches its desired size. 
Mandrels having a highly polished finish of chrome or stainless steel 
are preferred, since they resist corrosion by atmospheric elements. 
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Fig. 3 — Mandrel and machine for winding mode filters. 


The mandrel is mounted in a winding machine as shown in I'ig. 3. This 
machine rotates the work while the helix and successive laminated 
jackets are hand-layered in a manner described subsequently and il- 
lustrated in Tig. 4. 

After a suitable mold release agent has been applied to the mandrel, 
the helix is closely wound with plastic-insulated No. 37 copper wire 
of 0.005 inch over-all diameter. A uniform and appropriate spacing is 
provided between copper surfaces by the insulation on the wire. Two 
copper rings terminate the ends of the helix and provide abutment 
surfaces for joining to solid copper pipe. 

After the helix is thoroughly degreased, it is covered with a fiberglass- 
reinforced plastic jacket consisting of three turns of 0.0015-inch thick 
woven fiberglass cloth which is impregnated with a thermosetting epoxy 
resin during lamination. The curing agent used for the epoxy resin is 
toxic and requires special handling to minimize dermatitis, but its 
thermosetting characteristics are preferred to the less toxic thermo- 
plastic polyester resins because closer dimensional tolerances can be 
obtained. The developed wall thickness of this inner jacket is approxi- 
mately 0.005 inch. The jacket performs two functions. It affords a good 
mechanical bond to the helix and it provides a transformation of the 
surface impedance of the lossy jacket presented to the longitudinal 
currents through the helix. 

The lossy jacket is laminated next. It consists of a few turns of tin- 
oxide coated fiberglass cloth wrapped over the inner jacket and laminated 
with epoxy resin. This sheath around the helix is the medium in which 
the energy of unwanted modes is dissipated. 

The intermediate jacket surrounding the lossy jacket is laminated 
with sufficient turns of clear glass cloth to develop a diameter equal to 
the outer diameter of the copper rings. 


RESEARCH MODELS OF HELIX WAVEGUIDES 683 


The helix waveguide is completed with an outer fiberglass-reinforced 
plastic jacket which has an over-all diameter of 3 inches. Its purpose is 
to provide strength. This 7%-inch wall jacket consists of additional turns 
of 0,005-inch clear fiberglass woven cloth which is hand-layered and 
laminated with epoxy resin extending the entire length of the structure. 
Before the outer jacket is applied, the areas over the threaded end molds 
must be filled and laminated with fiberglass roving and tape to the out- 
side diameter of the copper rings, as is indicated in I'ig. 4. 

The region from the copper ring to the end of the structure forms a 
coupling. It includes a threaded section followed by a larger-diameter 
section which facilitates thread alignment when an adjoining section of 
copper pipe is inserted. This is followed by an end section still larger in 
diameter. The step formed by the difference in the two latter diameters 
provides a seat for a rubber “Q” ring, which is slipped over the adjoining 
pipe before its entry and forced against the seat within the chamfered 
end section. The seal formed by this “0” ring permits evacuation of the 
assembled line and subsequent filling with dry nitrogen to avoid oxygen 
and moisture absorption losses. 

Throughout the entire construction it is essential to maintain a 
uniform glass-to-resin content ratio and to apply a uniform tension to 
the glass cloth. Otherwise, the rigid dimensional requirements cannot 
be met. A non-uniform layering, commonly experienced with hand- 
layering, causes a non-uniform wall thickness. This results in non- 
uniform shrinkage upon curing, which sets up unequal internal stresses 
that are manifested by ellipticity and a warped axis. Considerable 
improvement in uniformity of layering has been accomplished by the 
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Fig. 4 — Cross-sectional delineation of mode filter. 
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use of machine-layering, employing glass roving instead of glass cloth. 
By this means the glass content can be held uniformly at 75 per cent, 
while the hand-layered products showed 50 to 60 per cent glass content. 
The higher percentage of glass gives a stronger end product. To preserve 
a uniform wall thickness it was necessary to rotate the product con- 
tinuously during layering and subsequent curing. 

The curing cycle is also of very great importance in controlling the 
amount of ellipticity which develops in the finished product. Ellipticity 
is directly related to the amount of growth in the inside diameter as 
compared with the diameter of the mandrel on which the helix is wound. 
During curing, the resin shrinks toward the center of the plastic mass, 
which means it pulls away from the mandrel. The fiberglass reinforcing 
material, having a very low heat-expansion coefficient, tends not to 
move. Therefore, to minimize internal stresses, the shrinkage of the 
resin must be minimized. This can be done by curing it at as low a 
temperature as permissible over an extended period of time. During 
curing at low temperatures there is a sacrifice of heat-resisting qualities 
and tensile strength for the cured product. But the first of these qualities 
is of minor concern and the second is compensated for in the structural 
design. 

After the product has been cured and has returned to room tempera- 
ture, it is ready for the mandrel and thread molds to be extracted. The 
two ends are unscrewed and the mandrel is withdrawn with an hydraulic 
ram. The force required to extract the mandrel depends upon the amount 
of ellipticity in the finished product and the accuracy of the mandrel. 
The mandrel must meet dimensional requirements which preclude ridges 
in the surface grinding and present a high degree of polish. With low 
degrees of ellipticity and a satisfactory mandrel, the extracting force 
seldom exceeds 300 pounds. A slight amount of cleaning of the product 
is required after the mandrel is removed. 


Ill. EXTENDED LENGTHS 


It has been stated that the transmission characteristics of an all- 
helix-waveguide system should be superior to a solid-wall waveguide 
interspersed with 18-inch lengths of mode filters. Such continuous 
filtering would permit negotiating bends without distorting the signal 
with reconverted signal energy caused by conversion-reconversion inter- 
mode action (Ref. 5, p. 1230). Therefore, research models of helix 
waveguide have been made in 112-inch lengths. Construction techniques 
similar to those employed for the 18-inch lengths required using a special 
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Fig. 5 — Mandrel and oven used in making 112-inch lengths of helix waveguide. 


bench with a built-in curing oven which is illustrated in Fig. 5. Because 
of mechanical difficulties associated with hand-layering, the tolerances 
achieved on the 112-inch models did not equal those attained on the 
18-inch models. With machine construction, it is expected that greater 
uniformity will be achieved on the longer helices. 


IV. OVER-ALL CHARACTERISTICS OF THE HELICES 


An inspection of a satisfactorily completed unit reveals the following 
performance characteristics: 


4.1 Visual 


Sighting through the unit reveals no apparent irregularities in the 
helical inner wall and, with proper illumination at the far end, one sees 
light diffraction exhibited as color rings. The outside surface shows a 
Barcol hardness indicator reading of 50 to 60. 

Voids within the wall structure have been readily disclosed by X-rays. 
This has permitted improved technique. In a well constructed unit, 
X-rays reveal cross-sectional wall areas with void-free laminations. 
This type of examination verifies the fact that the number of voids is 
negligible in jackets constructed with machine-wound glass roving rather 
than with hand-layered glass cloth. 


4,2 Dimensional 


By means of an air gauge, maximum and minimum diameters are 
recorded at every inch of axial length, since it is the difference between 
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Fig. 6 — (a) Curve showing ellipticity in an 18-inch mode filter, (b) curve 
showing nominal inside diameters of an 18-inch mode filter. 


the maximum and minimum diameters at any point along the axis that 
expresses the degree of ellipticity. A typical plot of this information is 
shown in Fig. 6(a). In Fig. 6(b) the average diameter computed from the 
above data is plotted as a function of position along the axis. The goal 
is a minimum degree of ellipticity and an average nominal inside diam- 
eter of 2.000 inches. I’or the 18-inch units, we are currently accepting 
degrees of ellipticity as herein defined which do not exceed 0.002 inch, 
with an average over-all ellipticity not greater than 0.001 inch. For 
the 112-inch units, the current degrees of ellipticity do not exceed 0.006 
inch and the over-all average ellipticity is 0.0027 inch. ° 


4.3 Bending Stiffness 


When the mode filters are inserted at intervals in an otherwise solid- 
wall copper pipe line it is desirable to have their bending stiffness 
comparable, if not equal to, that of the copper pipe. Such structural 
uniformity throughout the line is necessary to insure that serpentine 
deformation caused by thermal expansion will be uniform in the entire 
line. If this were not so, a concentrated bend would occur at the weakest 
point, which would result in excessive axial tilt and introduce undesirable 
mode conversion. Therefore, the design of the mode filter is such that 
its resistance to bending, which is proportional to the product of its 
structural moment of inertia and its modulus of elasticity, must approxi- 
mate that of the copper pipe. A jacket wall 3 inch thick provides a suffi- 
ciently large structural moment of inertia to offset the greater modulus 
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of elasticity for the copper, which is 18 X 10° lbs. per sq. in. The modulus 
of elasticity of the reinforced plastic structure measures 2.5 X 108 lbs. 
per sq. in. 


4.4 Hlectrical 


The circular-electric-wave attenuation coefficient of the helices may 
be measured with appropriate apparatus which treats the unit as a 
resonant cavity. Such tests at 55 kme* indicate that at present the best 
attenuation coefficient is 1.9 times that calculated for perfect solid-wall 
copper waveguide of the same diameter. 

The other electrical performance characteristics of these helices will 
will be covered in another paper; the general problem of maximizing the 
loss for undesired modes of propagation is covered in detail by 8S. P. 
Morgan and J. A. Young.’ 


V. CONCLUSIONS 


Sections of helix waveguide in 18- and 112-inch lengths have been 
made at the Holmdel Laboratory of Bell Telephone Laboratories. The 
shorter lengths of helix waveguide serve as mode filters to correct for 
conversion-reconversion effects in a transmission line composed mainly 
of solid-wall cylindrical waveguide. The longer helix units will provide 
continuous filtering when used exclusively in a helix-waveguide system. 
This becomes increasingly attractive for wide-band microwave trans- 
mission in the spectrum from 35,000 to 75,000 megacycles per second. 
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Table of First 700 Zeros of Bessel 
Functions — J,(x) and J';(x) 


By CURTIS L. BEATTIE 
(Manuscript received August 20, 1957) 


The zeros of the Bessel functions and Bessel function deriviatives are 
identified by standard waveguide notation which also serves as a code for 
more general mathematical applications. 


The possibilities of low-loss transmission using the TE (circular 
electric) mode in circular cylindrical pipe of a diameter large compared 
to the wavelength has made the study of other modes of such a wave- 
guide important. In order to find phase and attenuation constants of 
various modes for both solid and ring or helix walls, the zeros of the 
Bessel functions J;(x) and J’;(x) are essential. 

In the table given here the first seven hundred roots of Bessel func- 
tions J;(x) = 0 and J’,(x) = 0 have been computed and arranged in 
the order of the magnitude of the arguments corresponding to the roots. 
In the table is the order of the Bessel function and m is the serial num- 
ber of the zero of either J,(x) or J’,(x), not counting x = 0. In wave- 
guide applications the zeros of J,(z) correspond to transverse magnetic 
modes of propagation (TM modes) and those of J’;(x) to transverse 
electric modes (TE modes). The designations TM and TE appear in 
the table for the benefit of those who will use this table in waveguide 
research and serve as a code designating J,(~) and J’;(x) for those who 
are interested in a more general application of the mathematics. 

The roots of the Bessel functions were calculated from the Tables of 
the Bessel Functions of the First Kind of Orders, Jo through Js , computed 
by the Staff of the Computation Laboratory of Harvard University, pub- 
lished by the Harvard University Press, 1946-1948. 

This table was first formulated horizontally in the ascending order of 
the function and vertically in the ascending number of the root. Since 
the increments in each direction are of a predictable magnitude, the 
possibility of having neglected a root is virtually eliminated. 

All 700 roots were calculated by means of a linear interpolation for- 
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mula but checked and corrected for six-place accuracy for the first 300 
roots. For arguments above 25, where the tabulated values were for each 
0.01 only, the following Newton-Bessel formula was used: 


E.G) Ge His Got get SS aes 


where 

= (4 — &)/h 

Jn(to +h) + Jn(x0) 

= Ji(to +h) — Jn(xo) 

C = Jy(to + 2h) + Jn(eo — h). 


I 


LB 
A 
B 


Spot checking was done with the first three terms of the Taylor’s series 
expansion: 


02, (ce) + : nal) — Snya(a) | 


zs - eae) ay eG) and, 
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TABLE 
Mode* Im Valuet Mode* im Valuet 

1 TE 1-1 1.841184 (48 ™ 1-4 13 .823692 
2 TM 0-1 2.404826 (49 TE 0-4 13 .323692 
3 TE 2-1 3.054237 50 TM 9-1 13 .354300 
(4 TM I-1 3.831706 51 TT 6-2 13 .589290 
(5 TE 0-1 3.831706 52 TE 12-1 13 .878843 
6 TE 3-1 4.201189 53 TK 5-3 13.987189 
7 TM 2-1 5.135622 54 TE 8-2 14.115519 
8 TE 4-1 5.317553 55 TM 4-3 14.372537 
9 TE 1-2 5.331443 56 TM 10-1 14.475501 
10 TM 0-2 5.520078 57 TE 3-4 14.585848 
11 T™T™ 3-1 6.380162 58 TM 24 14.795952 
12 TE 5-1 6.415616 59 TM 7-2 14.821269 
13 Tk 2-2 6.706133 60 TE 1-5 14.863589 
(14 T™ 1-2 7.015587 61 TE 13-1 14.928374 
(15 TE 0-2 7.015587 62 TM 0-5 14.930918 
16 TE 6-1 7.501266 63 TE 6-3 15.268181 
17 T 4-1 7.588342 64 TE 9-2 15.286738 
18 TE 3-2 8.015237 65 TM 11-1 15.589848 
19 TM 2-2 8.417244 66 TM 5-3 15.700174 
20 TE 1-38 8.586316 67 TE 44 15.964107 
21 Tk 7-1 8.577836 68 TE 14-1 15.9754389 
22 T™ 0-3 8.653728 69 TM 8-2 16.037774 
23 TT 5-1 8.771484 70 TM 3-4 16.223466 
24 TE 4-2 9.282396 71 TE 2-5 16.347522 
25 TE 8-1 9.647422 72 TE 10-2 16 .447853 
26 TM 3-2 9.761023 (73 T™ 1-5 16.470630 
27 TM 6-1 9.936110 (74 TE 0-5 16.470630 
28 TE 2-3 9.969468 75 TE 7-3 16.529366 
(29 T™ 1-3 10.173468 76 T 12-1 16.698250 
(30 TE 0-3 10.173468 V7 TM 6-3 17 .003820 
31 TE 5-2 10.519861 78 TE 15-1 17 .020323 
32 TE 9-1 10.711434 ~ 79 TM 9-2 17. 241220 
33 TM 4-2 11.064709 80 TE 5-4 17 .312842 
34 TM 7-1 11.086370 81 TE 11-2 17 .600267 
35 TE 3-3 11 .345924 82 TM 44 17 .615966 
36 T™ 2-3 11.619841 83 TE 8-3 17.774012 
37 TE 1-4 11.706005 84 TE 3-5 17 .788748 
38 TE 6-2 11.734936 85 TM. 13-1 17.801435 
39 TE 10-1 11.770877 86 TM 2-5 17 .959819 
40 T™ 04 11.791534 87 TE 1-6 18 .015528 
41 TM 8-1 12.225092 88 TE 16-1 18.063261 
42 | TM 5-2 12.338604 89 T™ 0-6 18.071064 
43 TE 43 12.681908 90 TM 7-3 18 .287583 
44 TE 11-1 12.826491 91 TM 10-2 18 .433464 
45 TE 7-2 12.932386 92 TE 6-4 18.637443 
46 TM 3-3 13.015201 93 TE 12-2 18.745091 
AT THK 2-4 13 .170371 94 TM 14-1 18 .899998 














* TM designates a zero of Ji(x); TE designates a zero of J’i(x); in each case 
l corresponds to the order of the Bessel function and m is the number of the root. 

+ 5 in last place indicates higher value and 5 indicates lower value in round- 
ing off for fewer decimal places. 
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Mode* Im Valuet Mode* im Valuef 
95 TM 5-4 18 .980134 150 TM 4-6 24 .019020 
96 TE 9-3 19.004594 151 TE 3-7 24 144897 
97 TE 17-1 19.104458 152 TM 9-4 24 .233885 
98 TE 4-5 19.196029 153 TM 15-2 24.269180 
99 TM 3-5 19.409415 154 TM 2-7 24 .270112 
100 TE 2-6 19.512913 155 TE 22-1 24 .289385 
101 TM 8-3 19.554536 156 TE 1-8 24.311327 
(102 TM 1-6 19.615859 157 TM 19-1 24 .338250 
(103 TE 0-6 19.615859 158 ™ 0-8 24 .352472 
104 TM 11-2 19.615967 159 TE 17-2 24 381913 
105 TE 13-2 19. 883224 160 TM 12-3 24.494885 
106 Th 7-4 19 .941853 161 TE 8-5 24 .587197 
107 TM 15-1 19 .994431 162 TM 7-5 24 .934928 
108 TE 18-1 20.144079 163 TE 14-3 25.001972 
109 TE 10-3 20. 223031 164 TE 11-4 25.008519 
110 TM 6-4 20.320789 165 TE 6-6 25. 183925 
111 TE 5-5 20.575515 166 TE 23-1 25.322921 
112 TM 12-2 20.789906 167 TM 16-2 25.417019 
113 TM 9-3 20.807048 168 TM 20-1 25.417141 
114 TM 4-5 20. 826933 169 TM 5-6 25.4380341 
115 TE 3-6 20 .972477 170 TE 18-2 25.495558 
116 TE 14-2 21.015405 171 TM 10-4 25.509450 
117 T< 16-1 21.085147 172 TE 47 25.589760 
118 TM 2-6 21.116997 173 TM 13-3 25.705104 
119 TE 1-7 21.164370 174 TM 3-7 25.748167 
120 Tre 19-1 21.182267 175 TE 2-8 25 .826037 
121 TM 0-7 21.211637 176 TE 9-5 25.891177 
122 TE 84 21 .229063 (177 TM 1-8 25 .903672 
123 TE 11-3 21.430854 (178 TE 0-8 25.903672 
124 TM 7-4 21.641541 179 TE 15-3 26.177766 
125 TE 6-5 21.931715 180 TE 12-4 26. 246048 
126 TM 13-2 21.956244 181 TM 8-5 26. 266815 
127 TM 10-3 22046985 182 TE 24-1 26 355506 
128 TE 15-2 22.142247 183 TM 21-1 26. 493648 
129 T™ 17-1 22.172495 184 TE 7-6 26 .545032 
130 TM 5-5 22 .217800 185 TM 17-2 26 .559784 
131 TE 20-1 22.219145 186 TE 19-2 26 .605533 
182 TE 46 22.401032 187 TM 11-4 26 .773323 
133 TE 9-4 22 .501399 188 TM 6-6 26 .820152 
134 T™ 3-6 22 .582730 189 TM 14-3 26 .907369 
185 TE 12-3 22.629300 190 TE 5-7 27 .010308 
136 TE 2-7 22.671582 191 TE 10-5 27 . 182022 
(137 TM 1-7 22 .760084 192 TM 4-7 27 .199088 
(138 TE 0-7 22.760084 193 TE 3-8 27 310058 
139 TM 8-4 22.945173 194 TE 16-3 27 .347386 
140 T 14-2 23.115778 195 TE 25-1 27 .887204 
141 TE 21-1 23 .254816 196 TM 28 27 .420574 
142 TM 18-1 23 .256777 197 TE 1-9 27 .457051 
143 TE 16-2 23 .264269 198 TE 13-4 27 .474340 
144 TE 7-5 23 . 268053 199 TM 0-9 27 .493480 
145 TM 11-3 23 .275854 200 TM 22-1 27 .567944 
146 T™T™ 6-5 23 . 586084 201 TM 9-5 27 .583749 
147 TE 10-4 23 .760716 202 TM 18-2 27 .697899 
148 TE 5-6 23 .803581 203 TE 20-2 27 .712126 
149 TE 13-3 23 .819374 204 TE 8-6 27 .889270 





* TM designates a zero of J;(x); TE designates a zero of J'1(xz); in each case 
I corresponds to the order of the Bessel function and m is the number of the root. 

} 5 in last place indicates higher value and 5 indicates lower value in round- 
ing off for fewer decimal places. 
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TABLE — Continued 























Mode* tm Valueft Mode* tm Valuet 

205 TM 12-4 28 .026710 256 TM 12-5 31.459960 
206 TM 15-3 28 .102416 257 TE 29-1 31.506195 
207 TM 7-6 28 .191189 258 TE 6-8 31.617876 
208 TE 6-7 28 .409776 259 TM 18-3 31.650118 
209 TE 26-1 28 .418072 260 TM 15-4 31.733414 
210 TE 11-5 28 .460857 261 T™ 5-8 31.811717 
211 TE 17-38 28 .511361 262 TE 11-6 31.838425 
212, TM 5-7 28 .626619 263 TM 26-1 31.845888 
213 TM 23-1 28 .640185 264 TE 4-9 31.938540 
214 TE 14-4 28 .694271 265 TE 20-3 31.973715 
215 TE 48 28 .767836 266 TM 3-9 32 .064853 
216 TE 21-2 28 .815590 267 TE 24-2 32.109320 
217 TM 19-2 28 .831731 268 TE 2-10 32.127327 
218 TM 10-5 28 .887375 (269 TM 1-10 32.189680 
219 TM 3-8 28 .908351 (270 TE 0-10 32.189680 
220 TE 2-9 28 .977673 271 TM 22-2 32.210587 
(221 TM 1-9 29 .046829 272 TM 10-6 382.211856 
(222 TE 0-9 29 .046829 273 TE 14-5 32.236970 
223 TE 9-6 29 .218564 274 TE 17-4 382.310894 
224 T 13-4 29 .270631 275 TE 9-7 32.505248 
225 TM 16-3 29 .290871 276 TE 30-1 32.534220 
226 TE 27-1 29 .448163 277 TM 13-5 32.731053 
227 TM 8-6 29 .545660 278 TM 8-7 382.795800 
228 TE 18-3 29 .670147 279 TM 19-3 32.821803 
229 TM 24-1 29 .710509 280 TM 27-1 32.911154 
230 TE 12-5 29 .728978 281 TM 16-4 32 .953665 
231 TE 7-7 29 .790749 282 TE 7-8 33 .015179 
232 TE 15-4 29.906591 283 TE 21-3 33 ..119162 
233 TE 22-2 29.916147 284 TI 12-6 33 .131450 
234 TM 20-2 29 .961604 285 TE 25-2 33 . 202272 
235 TM 6-7 30 .033723 286 TM 6-8 33 . 233042 
236 TM 11-5 30.179061 287 TM 23-2 33 ..330177 
237 TE 5-8 30.202849 288 TE 5-9 33 .385444 
238 TM 4-8 30.371008 289 TE 15-5 33 .478449 
239 TE 3-9 30.470269 290 TE 18-4 33 .503929 
240 TM 17-3 30.473280 291 TM 11-6 33 .526364 
241 TH 28-1 30.477523 292 TM 4-9 33 .537138 
242 TM 14-4 30.505951 293 TE 31-1 33 .561634 
243 TE 10-6 30.534505 294 TE 3-10 33 .626949 
244 TM 2-9 30. 569205 295 TM 2-10 33.716520 
245 TE 1-10 30.601923 296 TE 1-11 33 .746183 
246 TM 0-10 30.634607 297 TM 0-11 33 .775821 
247 TM 25-1 30.779039 298 TE 10-7 33 .841966 
248 TE 19-3 30.824148 299 TM 28-1 33 .974930 
249 ™ 9-6 30.885379 300 TM 20-3 33 .9887038 
250 TE 18-5 30.987394 301 TM 14-5 33 .99319 

251 TE 23-2 31.013998 302 TM 9-7 34.15488 

252 TM 21-2 31.087805 303 TM 17-4 34.16727 

253 TE 16-4 31.111945 304 TE 22-3 34.26077 

254 TE 8-7 31.155327 305 TE 26-2 34.29300 

255 TM 7-7 31 .422795 306 TE 8-8 34.39663 








* TM designates a zero of Ji(x); TE designates a zero of J’:(x); in each case 
I corresponds to the order of the Bessel function and m is the number of the root. 

+ 5 in last place indicates higher value and 5 indicates lower value in round- 
ing off for fewer decimal places. 
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Mode* im Valuet Mode* im Valuet 
307 TE 13-6 34.41455 357 TE 10-8 37.11800 
308 TM 24-2 34.44678 358 TM 31-1 37.15811 
309 TE 32-1 34. 58847 359 TE 18-5 37 .16040 
310 TM 7-8 34.63709 360 TM 9-8 ” 37.40010 
311 TE 19-4 34.69148 361 TM 14-6 37.40819 
312 TE 16-5 34.71248 362 TM 23-3 37 . 46881 
313 TE 6-9 34.81339 363 TE 29-2 37 .55307 
314 T™ 12-6 34.82999 364 TE 8-9 37 .62008 
315 TM 5-9 34.98878 365 TE 25-3 37 .66491 
316 TM 29-1 35.03730 366 TE 35-1 37 .66577 
317 TE 4-10 35.10392 367 TM 17-5 - 37.73268 
318 TM 21-3 35.15115 368 TM 20-4 37 .77286 
319 TE 11-7 35.16671 369 TM 27-2 37 .78040 
320 TM 3-10 35.21867 370 TE 138-7 37 .78438 
321 TM 15-5 385.24709 371 TM 7-9 37 .83872 
322 TE 2-11 35.27554 372 TE 6-10 37 .99964 
(323 T™ 1-11 35.33231 373 T™, 12-7 38. 15638 
(324 TE 0-11 35.33231 374 TM 5-10 38. 15987 
325 T™ 18-4 35.37472 375 TE 16-6 38. 21206 
326 TE 27-2 35.38163 376 TM 32-1 38. 21669 
327 TE 23-3 35.39878 377 TE 22-4 38 . 22490 
328 T™ 10-7 35.49991 378 TE 4-11 88 . 26532 
329 TM 25-2 35.56057 379 T™ 3-11 38 .37047 
330 TE 33-1 35.61475 380 TIE 19-5 38 .387524 
331 TE 14-6 35.68854 381 TE 2-12 38 .42266 
332 TK 9-8 35.76379 382 TE 11-8 38 .46039 
- 333 TE 20-4 35.87394 (383 TT 1-12 38 .47477 
334 TE 17-5 35.93963 (384 TE 0-12 38 .47477 
335 TM 8-8 36 .02562 385 TM 24-3 38 .61452 
336 TM 30-1 36 .09834 386 TE 30-2 38 .63609 
337 TM 13-6 36.12366 387 T™ 15-6 38 .68428 
338 TI 7-9 36. 22438 388 TE 36-1 38 .69055 
339 TM 22-3 36 .30943 389 T 10-8 38.76181 
340 TM 6-9 36.42202 390 TE 26-3 38 .79341 
341 TE 28-2 36 .46829 391 TM 28-2 38 .88671 
342 TE 12-7 36 .48055 392 TM 21-4 38 .96429 
343 TM 16-5 36.49340 393 TM 18-5 38 .96543 
344 TE 24-3 36.53343 394 TE 9-9 39.00190 
345 TE 5-10 36.56078 395 TE 14-7 39.07900 
' 346 T™ 19-4 36.57645 396 TM 8-9 39.24045 
347 TE 34-1 36.64051 397 TM 33-1 39 .27413 
348 T™ 26-2 36.67173 398 TE 23-4 39 .39398 
349 TM 4-10 36.69900 399 TE 7-10 39 .42227 
350 TE 3-11 36.78102 400 TE 17-6 39 .46277 
351 T 11-7 36 .83357 401 TM 13-7 39 .46921 
352 TM 2-11 36.86286 402 TE 20-5 39. 58453 
353 TE 1-12 36 .88999 403 TM 6-10 39.60324 
354 ™ 0-12 36.91710 404 TE 37-1 39.71489 
355 TE 15-6 36.95417 405 TE 31-2 39.71743 
356 TE 21-4 37 .05164 406 TE 5-11 39.73064 
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TABLE — Continued 























* TM designates a zero of Ji(x); TE designates a zero of J’:(x); in each case 
l corresponds to the order of the Bessel function and m is the number of the root. 

+ 5 in last place indicates higher value and 5-indicates lower value in round- 
ing off for fewer decimal places. 
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Mode* Im Valuet Mode* Im Valuet 
407 TM 25-3 39.76179 458 TE 29-3 42.16260 
408 TE 12-8 39.79194 459 TM 31-2 42 .19275 
409 T™ 411 39 .85763 460 TE 9-10 42, .22464 
410 TE 27-3 39.91909 461 TE 14-8 42 42585 
411 TE 3-12 39.93311 462 TM 36-1 42 .44014 
412 TM 16-6 39 .95255 463 TM 8-10 42 .44889 
413 TM 29-2 39 .99080 464 TM 18-6 42 .46781 
414 TM 2-12 40.00845 465 TM 24-4 42.51168 
415 TE 1-18 40.03344 466 TE 7-11 42 .61152 
416 TM 0-13 40.05843 467 TM 21-5 42 .62870 
417 TM 11-8 40.11182 468 T™T™ 6-11 42 .77848 
418 ™ 22-4 40.15105 469 T 13-8 42.78044 
419 TM 19-5 40.19210 470 TE 40-1 42 .78537 
420 TM 34-1 40.33048 471 TE 26-4 42.87855 
421 TE 15-7 40.36510 472 TE 5-12 42 .89627 
422 TE 10-9 40.37107 473 TE 17-7 42.91415 
423 TE 24-4 40.55913 474 TE 34-2 42 .95218 
424 TM 9-9 40 .62855 475 TM 4-12 43 .01374 
425 TE 18-6 40.70680 476 TE 12-9 43 .07549 
426 TE 38-1 40.73879 477 TE 3-13 43 .08365 
427 TM 14-7 40.77283 478 TM 2-13 43.15345 
428 TE 21-5 40 .78864 479 TE 20-6 43 .17654 
429 TE 32-2 40.79718 480 TE 1-14 43 .17663 
430 TE 8-10 40.83018 481 TE 23-5 43 .18255 
431 TM 26-3 40 .90580 482 TM 28-3 43 .18477 
432 TM 7-10 41.03077 483 TM 0-14 43 .19979 
433 TE 28-3 41.04211 484 TE 30-3 43 .28071 
434 TM 30-2 41.09278 485 TM 32-2 43 .29081 
435 TE 13-8 41.11351 486 TM. 16-7 43 .385507 
436 TE 6-11 41.17885 487 T™ 11-9 43 .36836 
437 TM 17-6 41.21357 488 TM 37-1 43 .49352 
438 ™ 5-11 41 .32638 489 TE 10-10 43 .60677 
439 TM 23-4 41.33348 490 TM 25-4 43 .68603 
440 T™ 35-1 41.388580 491 TM 19-6 43.71571 
441 TM 20-5 41.41307 492 TE 15-8 43 .72963 
442 TE 4-12 41 .42367 493 TE 41-1 43 .80808 
443 TM 12-8 41.45109 494 TM 22-5 43 .83932 
444 TM 3-12 41.52072 495 TM 9-10 43 .84380 
445 TE 2-13 41.56894 496 TE 35-2 44 02758 
(446 TM 1-13 41.61709 497 TE 811 44 03001 
(447 TE 0-13 41.61709 498 TE 27-4 44 .03321 
448 TE 16-7 41.64331 499 TM 14-8 44 10059 
449 TE 25-4 41.72059 500 TE 18-7 44 .17813 
450 TE 11-9 41 .72863 501 TM 7-11 44 21541 
451 TE 39-1 41 .76228 502 TM 29-3 44 .32003 
452 TE 33-2 41.87540 503 TE 6-12 44 .35258 
453 TE 19-6 41.94459 504 TE 24-5 44 37290 
454 TE 22-5 41 .98788 505 TM. 33-2 44 .38706 
455 TM 10-9 42 .00419 506 TE 31-3 44 39653 
456 TM 27-3 42 .04674 507 TE 21-6 44 .40300 
457 TM 15-7 42 .06792 508 TE 13-9 44 41245 








* TM designates a zero of J:(x); TE designates a zero of J’:(x); in each case 
1 corresponds to the order of the Bessel function and m is the number of the root. 

+ 5 in last place indicates higher value and 5 indicates lower value in round- 
ing off for fewer decimal places. 
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TABLE — Continued 
Mode* Im Valuet Mode* tm Valuef 
509 TM 5-12 44 48932 561 TE 20-7 46.68717 
510 TM 38-1 4454601 562 TM 16-8 46.71581 
511 TE 4-13 44 57962 563 TE 26-5 46 .74158 
512 TM 17-7 44 63483 564 TE 10-11 48 82896 
513 TM 3-13 44 66974 565 TE 23-6 46.84075 
514. | TE 2-14 44.71455 566 | TE 44-1 46 .87409 
515 TM 12-9 44 72194 567 TM 9-11 47 .04870 
(516 TM 1-14 44 .75932 568 TE 15-9 47 .05946 
(517 TE 0-14 44 .75932 569 TM 19-7 47 .17400 
518 TE 42-1 44 83043 570 TM 28-4 47 .18775 
519 TM 26-4 44 .85670 571 TE 8-12 47 .22176 
520 TM 20-6 44 95768 572 TE 38-2 47 .24608 
521 TE 11-10 44 97753 573 TM 7-12 47 .39417 
522 TE 16-8 45 02543 574 T™ 14-9 47 .40035 
523 TM 23-5 45 .04521 575 TM 22-6 47 .42517 
524 TE 36-2 45.10166 576 TM 25-5 47 .44385 
525 TE 28-4 45.18473 577 TE 30-4 47 .47899 
526 TM 10-10 45 .23157 578 TE 6-13 47 .52196 
527 TM 15-8 45.41219 579 TE 18-8 47 .59513 
528 TE 9-11 45 .43548 580 TM 5-13 47 .64940 
529 TE 19-7 45. 43567 581 TM 36-2 47 .66568 
530 TM 30-3 45 .45267 582 TE 13-10 47 .68825 
531 TM 34-2 45 .48156 583 TM 41-1 47 .69840 
532 TE 32-3 45.51018 584 TM 32-3 47 .71055 
533 | TIE 25-5 45.55917 585 | TE 34-3 47 .73138 
534 TM 39-1 45 .59762 586 TE 4-14 47 .73367 
535 TE 22-6 45.62431 587 TM 3-14 47 81779 
536 T™ 8-ll1 45 63844 588 TE 2-15 47 .85964 
537 | TE 14-9 45 .74024 589 | TH 45-1 47 .89542 
5388 | Th 7-12 45.79400 (590 TM 1-15 47 .90146 
539 | Th 43-1 45 .85243 (591 TE 0-15 47 .90146 
540 TM 18-7 45 .90766 592 TE 27-5 47 .92033 
541 TT 6-12 45 .94902 593 TE 21-7 47 .93298 
542 TM 27-4 46 .02388 594 TM 12-10 47 .97429 
543 TE 5-13 46 .05857 595 TM 17-8 48 .01196 
544 TM 138-9 46 .06571 596 TE 24-6 48 .05260 
545 TM 4-13 46. 16785 597 TE 11-11 48 .21133 
546 TE 37-2 46 .17447 598 TE 39-2 48 .31652 
547 TM 21-6 46 .19406 599 TM 29-4 48 .34846 
548 TE 3-14 46 .23297 600 | TE 16-9 48 .37069 
549 TM 24-5 46 .24664 601 TM 20-7 48 .43424 
550 TM 2-14 46 .29800 602 TM 10-11 48 .44715 
551 TE 17-8 46 .31377 603 TE 31-4 48 .62201 
552 | TE 1-15 46 .31960 604 TE 9-12 48 .63692 
553 TE 29-4 46 .33328 605 TM 26-5 48 .63706 
554 TE 12-10 46 .33777 606 T™ 23-6 48 .65132 
555 TM 0-15 46 .34119 607. | TM 15-9 48 .72646 
556 TM 35-2 46 .57441 608 TM 42-1 48 .74762 
557 TM 31-3 46 .58280 609 TM 37-2 48 .75542 
558 TM 11-10 46.608138 610 TM 8-12 48 82593 
559 TE 33-3 46 .62177 611 TM 33-3 48 .83603 
560 | TM 40-1 46 .64841 612 TE 35-3 48 .83910 


* TM designates a zero of J;(x); TE: designates a zero of J’1(); in each case 
l corresponds to the order of the Bessel function and m is the number of the root. 

+5 in last place indicates higher value and-5 indicates lower value in round- 
ing off for fewer decimal places. 
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Mode* tm Valuet Mode* tm Valuef 
613 TE 19-8 48 .86993 657 TE 6-14 50.68782 
614 TE 46-1 48 .91645 658 TM 5-14 50.80717 
615 TE 7-13 48 .97107 659 TM 44-1 50.84887 
616 TE 14-10 49 .02964 660 Th 4-15 50.88616 
617 TE 28-5 49 .09560 661 TE 33-4 50.90045 
618 TM 6-13 49 .11577 662 TM 39-2 50.93060 
619 TE 22-7 49 .17342 663 TE 48-1 50 .93760 
620 TE 5-14 49 .21817 664 TM 22-7 50.93776 
621 TE 25-6 49 .26009 665 TE 13-11 50 .94585 
622 TM 18-8 49 .30111 666 TM 3-15 50.96503 
623 TM 4-14 49 .32036 667 TE 18-9 50.97113 
624 TM 138-10 49 .33078 668 TE 2-16 51.00480 
625 TE 3-15 49 .38130 669 TM 28-5 51.01228 
626 TE 40-2 49 .88586 (670 TM 1-16 51 .04354 
627 TM 2-15 49 .44216 (671 TE 0-16 51.04354 
628 TE 1-16 49 .46239 672 TE 37-3 51.04919 
629 TM 0-16 49 .48261 673 TM 35-3 51.08055 
630 TM 30-4 49 .50618 674 TM 25-6 51.08975 
631 TE 12-11 49 .58340 675 TM 12-11 51.21197 
632 TE 17-9 49 .67443 676 TM 17-9 51.35527 
633 TM 21-7 49 .68872 677 TE 21-8 51.40137 
634 TE 32-4 49 .76246 678 TE 11-12 §1.43311 
635 TM 438-1 49 .79610 679 TE 30-5 51.48637 
636 TM 77-5 49 .82648 680 TIE 42-2 §1.52135 
637 TM 11-11 49 83465 681 TI 24-7 51.63937 
638 TM 38-2 49 .84371 682 TM 10-12 51.65325 
639 TM 24-6 49 .87276 683 TE 27-6 51.66288 
640 TE 47-1 49 .93717 684 TE 16-10 51.68742 
641 TE 36-3 49 .94501 685 TM 32-4 51.81316 
642 TM 34-3 49 .95933 686 TE 9-138 51.83078 
643 TE 10-12 50.04043 687 TM 20-8 51.86002 
644 TM 16-9 50.04461 688 TM 45-1 51.89095 
645 TE 20-8 50.13856 689 TE 49-1 51.97776 
646 TM 9-12 50. 24533 690 TM 8-13 52 .00769 
647 TE 29-5 50.26756 691 TM 40-2 52.01615 
648 TE 15-10 50 .36251 692 TM 15-10 52 .01724 
649 TE 8-13 50 .40702 693 TE 344 52 .03608 
650 TE 23-7 50.40880 694. TE 7-14 52.14375 
651 TE 41-2 50.45412 695 TE 38-3 §2.15171 
652 TE 26-6 50.46345 696 TM 23-7 52.18166 
653 TM 7-13 50.56818 697 TM 29-5 52.19465 
654 TM 19-8 50.58367 698 TM 36-3 52.19978 
655 TM 31-4 50.66103 699 TE 19-9 §2.26121 
656 TM 14-10 50 .67824 700 TM 6-14 52 .27945 





* TM designates a zero of Ji(z); TE designates a zero of J’:(x); in each case 
L corresponds to the order of the Bessel function and m is the number of the root. 

1 5 in last place indicates higher value and 5 indicates lower value in round- 
ing off for fewer decimal places. 


Evaluation of the Surface Concentration 


of Diffused Layers in Silicon 


By GERHARD BACKENSTOSS 


(Manuscript received June 12, 1957) 


A method for determining the surface concentration of diffused impurity 
layers in semiconductors is described. It is shown that the surface concen- 
tration may be evaluated if the sheet resistivity of the layer, junction depth, 
impurity distribution across the layer, background resistivity and the 
majority carrier mobility are known. The calculations have been made for 
several typical impurity distributions in silicon. 


I. INTRODUCTION 


Recently the investigation of the diffusion of electrically active 
impurities in semiconducting materials has become important because 
of the use of diffusion technology in the fabrication of semiconductor 
devices. A diffused layer is characterized by the impurity distribution; 
its mathematical form is obtained by solution of the diffusion equation 
with the appropriate boundary conditions. When the distribution is 
known, two of the following parameters may be chosen to describe the 
layer completely: diffusion coefficient — time product, surface concen- 
tration, total number of diffused atoms and concentration at a given 
depth. Of these quantities, only the depth is easily measured. Another 
readily measured quantity of the layer is its sheet resistivity. But, from 
the point of view of the device designer, the junction depth and surface 
concentration are the most important quantities. The present paper 
shows how the surface concentration of a diffused layer may be obtained 
from the sheet resistivity and junction depth if the impurity distribu- 
tion, the majority carrier mobilities, and the resistivity of the silicon 
are known. The necessary evaluations are given here for the case of 
diffusion of Group III and V elements into uniformly doped silicon of 
the opposite conductivity type. 
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Fig. 1 — Assumed impurity distribution, with No representing the impurity 
concentration of the original material. 


TI, METHOD 


. Fig. 1 shows an assumed impurity distribution, with No representing 
the impurity concentration of the original material. A p-n junction is 
formed at a depth x) where the impurity concentration of the diffusant 
equals No. The depth of this junction a» can be obtained by one of 
several techniques.” ” Thus a concentration at a given depth is known. 
If all impurities are ionized, the following relation holds for the average 
conductivity ¢ of an impurity layer of the thickness 1% , 


p= aba |’ n@)ING@) — Nd ae, (1) 


psXo 





with the conditions 
N(a) = No, (2) 


and N(0). = N, where N, is the surface concentration. The quantity 
p; can be obtained by a four-point probe measurement’ on the surface. 
In silicon the saturation currents are so low that the junction may be 
regarded as an open circuit, so that the measured sheet resistivity is 
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Fig. 2 — Effective mobility »’(N) as determined by radioactive techniques for 
donor (curve I), and acceptor (curve IT) elements in silicon. 


essentially that of the layer alone. N(x) represents the impurity density 
as a function of the distance x from the surface, and u is the majority 
carrier conductivity mobility, which depends on the ionized impurity 
density n. Since only a fraction of the impurity atoms are ionized, par- 
ticularly in heavily doped silicon, an appropriate correction must be 
made. This fact may be taken into account more directly by introducing 
and effective mobility u’(N) defined by: 


uw’ = 1/geN, (3) 


where g is the magnitude of the electron charge and p the resistivity. 
The effective mobility y’(N) has been determined by radioactive tech- 
niques for different impurity elements* and is shown in Fig. 2. 

The results of these measurements can be described approximately 
by an analytic expression of the form 


un’ = 300 (19 — log N) for 10° < N < 5.10% em ™ 
Hn’ = 80 for 5.10% < N < 10° cm™ 


(4a) 


for electrons, and 
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Fig. 3 — Surface concentration N, versus conductivity (1/p) for an n-type 
layer; complementary error function distribution. 


up’ = 180 (18.2 — log N) for 10° < N < 8.10" cm™® 


(4b) 
tp = 40 for 8.10" < N < 10° cm™ 
for holes. 

The hole mobility u,’ was measured only to 6.10" cm” but its decrease 
for higher concentrations is so small that the assumption of a constant 
mobility up to 10” cm™ is justified. With a specified distribution, the 
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Fig. 4 — Surface concentration NV, versus conductivity (1/p) for a p-type layer; 
complementary error function distribution. 
surface concentration, N,, can be evaluated as a function of 1/p,%o 
from (1), (2) and (4) 
III. RESULTS 


The calculations have been carried out for several distinct distribu- 
tions which occur in different diffusion processes 
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Fig. 5 — Surface concentration N, versus conductivity for an n-type layer; 
Gaussian distribution. 


Case I: 


The maintenance of a constant impurity concentration at the sur- 
face during the diffusion leads to the complementary error function 
solution of the diffusion equation, that is 


N(x) = N, erfe (a/2+/Di). 
The results are plotted in Figs. 3 and 4 for an n-type and a p-type layer 
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Fig. 6 — Surface concentration N, versus conductivity for a p-type layer; 
Gaussian distribution. 


respectively. N, is plotted versus 1/p.a% with background concentra- 
tions No as a parameter. 
Case IT: 


If the initial impurity distribution is represented by a 6-function, one 
obtains after diffusion a Gaussian distribution 


N(x) = N, exp (—2"/4D2). 
Figs. 5 and 6 show corresponding plots for n- and p-type layers. 
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Case ITT: 


If a constant surface concentration is maintained and the silicon is 
simultaneously evaporating at a constant rate, v, the resulting impurity 
distribution is exponential® 


N(x) = N, exp (—v2/D). 


Figs. 7 and 8 give the corresponding plots. 
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Fig. 7 — Surface concentration N, versus conductivity for an n-type ayer; 
exponential distribution. 
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Case IV: 
Finally, curves for a linear impurity distribution 
N(a) = N, — (Nz — No)x/20 


are given in Tigs. 9 and 10. 
It should be pointed out that the sesstie mobilities »’ are different 
for elements with different ionization energies. However, the ionization 
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Fig. 8 — Surface concentration N, versus conductivity for a p-type layer; 
exponential distribution. 
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Fig. 9 — Surface concentration N, versus conductivity for an n-type layer; 
linear distribution. 


energies of all commonly used Group V donor elements differ from each 
other only slightly. Therefore, (4a) is approximately true for all these 
elements. The differences in the ionization energies of the Group III 
acceptor elements are also small, with the exception of indium. Hence, 
(4b) is good for boron, aluminum and gallium, but is not valid for 
indium. Deviations of N, somewhat less than a factor of two may be 
expected in this case. 
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Fig. 10 — Surface concentration N, versus conductivity for a p-type layer 
linear distribution. 
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Measurement of Sheet Resistivities with 
the Four-Point Probe 


By F. M. SMITS 
(Manuscript received October 15, 1957) 


Correction factors are evaluated for the measurement of sheet resistivities 
on two-dimensional rectangular and circular samples with the four-point 
probe. Diffused surface layers can be treated as two-dimensional structures, 
but the factors are also useful in obtaining body resistivities on thin samples. 


I. INTRODUCTION 


The “four-point probe”? has proven to be a convenient tool for the 
measurement of resistivities. For a description of the method see a paper 
by L. Valdes,! which gives the functional relationship between the re- 
sistivity, p, and the voltage and current readings for various geometries. 
Later, A. Uhlir evaluated functions? which give the relationship for 
additional geometries. All these treatments are concerned with three- 
dimensional structures infinite in at least one direction. 

For diffused layers, a similar relationship is needed for the evaluation 
of sheet resistivities on various sample shapes. This is a two-dimensional 
problem which is treated here for various finite sample sizes. With the 
solution, however, it also is possible to obtain body resistivities on thin 
slices of the same finite geometries. 


II. METHOD 


A current source in an infinite sheet gives rise to the logarithmic po- 

tential 
Ips 
e- w= — Hin, 

where g is the potential, J the current, p, the sheet resistivity and r the 
distance from the current source. 

In particular, the potential for a dipole (+ source and — source) be- 
comes 

Ips ry 


—-vy = n=. 
e r Qr T2 
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In the case of a four-point probe on a sheet, the two outside (current) 
points represent the dipole. Therefore, the potential difference between 
the two inner points is, for an infinite sheet, 


Ips 


Ag = V = —1n2 
T 


(only equal point spacing is considered). Thus, the sheet resistivity is 
obtained as 


T 


In 2 


ES 


"a 
2= — 4,5324---, 

p 7 3 

To obtain the sheet resistivity on a finite sample, the method of images 
can be applied.2 Only nonconducting boundaries are considered; the 
boundary (edges) of a diffused layer must be etched or else the layer on 
the back side of the sample would act as a shunting path. 


III, RECTANGULAR SAMPLE 


We consider a four-point probe on a rectangular sample with the 
dimensions a and d. The probe is arranged symmetrically with point spac- 
ing s according to Fig. 1. To obtain the voltage between the two center 
points 1 and 2, an infinite arrangement of dipoles must be considered, 
as shown in Fig. 2. All contribute to the voltage between points 1 and 2. 

TI’, Ollendorff* gives the potential distribution for an infinite number of 
current sources, arranged in a line and equally spaced. With a coordinate 
system as in Fig. 3 the potential is 





_ _lp: 
e—-g= Jem 9 4/sin? Bn + sink? y. 


1 ie oe 





Fig. 1 — Arrangement of a four-point probe on a rectangular sample. 
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Fig. 2 — System of images. 


With this expression the present problem is reduced to a summation of 
lines of current sources with alternating sign in only one direction. In 
the coordinate system for every line of sources the points 1 and 2 have 
the x-coordinate zero. Thus the expression simplifies to: 


I é 
eg — oo = —S In (4 — oo 4), 
Qa 


Each line of sources thus contributes to the voltage V the amount 


_ Ip, in (om na a) 


or erinid = e@ tynld 


Ag, = 


where y, is the distance from point 1 to the center source in line n. The 
dimension a is involved in the values y, . The total voltage between the 


me © & &e—O-: © 
das! 


Fig. 3 — Coordinate system for a linear arrangement of current sources. 
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points 1 and 2 is therefore 


1 
Ge) 
d’ s 
where C(a/d; d/s) is a constant defined by this equation. As shown in 
the Appendix, the summation can be done easily by expanding the 


logarithm and summing each term as a geometrical series. In almost all 
cases, the first term gives four-place accuracy. The sheet resistivity is 


thus given by 
V ,fad 
tae as G3 ‘). 


Table I gives this factor C for various geometries. 
Tor small d/s the quantity C’ = (s/d)C is close to unity. In these 
cases the sheet resistivity can be expressed as: 
Vd = Vad 
eae er aka es 


TasLe I — CorrecTIon Factor C FoR THE MEASUREMENT OF SHEET 
RESISTIVITIES WITH THE FouR-PoInt PROBE 























d/s circle diam d/s afd =1 a/d = 2 a/d = 3 a/d>=4 
1.0 0.9988 0.9994 
1.25 1.2467 1.2248 
1.5 1.4788 1.4893 1.4893 
1.75 1.7196 1.72388 1.72388 
2.0 1.9454 1.9475 1.9475 
2.5 2.3532 2.3541 2.3541 
3.0 2.2662 2.4575 2.7000 2.7005 2.7005 
4.0 2.9289 3.1137 3.2246 3.2248 3.2248 
5.0 3.3625 3.5098 3.5749 3.5750 3.5750 
7.5 3.9273 4.0095 4.0361 4.0362 4.0362 
10.0 4.1716 4.2209 4.2357 4.23857 4.2357 
15.0 4.3646 4.3882 4.3947 4.3947 4.3947 
20.0 4.4364 4.4516 4.4553 4.4553 4.4553 
40.0 4.5076 4.5120 4.5129 4.5129 4.5129 

00 4.5324 4.53824 4.5324 4.5325 4.5324 
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TasBLeE II — Correction Factor C’ For THE MEASUREMENT OF 
SHEET RESISTIVITIES WITH THE FourR-PoINT PROBE ON NARROW 
STRUCTURES 











d/s | a/d =1 a/d = a/d = 3 a/d => 4 








1.0 0.9988 0.9994 
1.25 | 0.9973 0.9974 
1.5 | 0.9859 0.9929 0.9929 
1.75 | 0.9826 0.9850 | 0.9850 
2.0 0.9727 0.9737 0.9737 
2.5 0.9413 0.9416 0.9416 
3.0 0.8192 0.9000 0.9002 0.9002 
4.0 0.7784 0.8061 0.8062 0.8062 


Table II gives C’ for various geometries. The table may be used to deter- 
mine the error one makes by just approximating with C’ = 1 
IV. CIRCULAR SAMPLE 


In this case, only one image is necessary to fulfill the boundary condi- 
tion. The image is obtained by “reflecting” the dipole on the circle.® 
For a four-point probe centered in the sample, the voltage becomes: 


(V-s/} ¢() 


where d is the diameter of the circle. The correction factor is also given 
in Table I. 








y = Le In 2+ In 
Tv 


V. MEASUREMENT OF BODY RESISTIVITIES ON THIN SAMPLES 


On a slice of finite thickness w, the four-point probe will introduce 
voltage gradients perpendicular to the surface. Insofar as these gradients 
are negligible, the slice can be treated in the same way as an infinitely 
thin slice and the proper sheet resistivity can be obtained, thus giving 
the body resistivity p with the relation p = p,w. 
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As mentioned, for a four-point probe on an infinite sheet the following 
relation holds: 


T 


po Tin 2’ 


ml] 


For an infinite slice of finite thickness w, one can express the resistivity 


as 
V ry w 
ia ce Fo Sr (2). 
where F(w/s) is a correction factor approaching unity as w approaches 
zero. 

From Uhlir’s paper? F(w/s) can be obtained; it is tabulated in Table 
III. This table may serve to evaluate the error one makes by treating 
thin samples as an infinitesimal sheet. For a finite sample, /(w/s) could 
be used as a first order correction, thus giving the resistivity of a slice 
asp = p,w = (V/I)w C F., The exact treatment would require the sum- 
mation of the potential from an infinite three-dimensional array of di- 
poles. 


TasLE III — Measurement oF Bopy REsIstTiviTies p oN THIN 
SAMPLES OF THICKNESS w 




















w/s F(w/s) 
0.4 0.9995 
0.5 0.9974 
0.5555 0.9948 
0.6250 0.9898 
0.7148 0.9798 
0.8333 0.9600 
1.0 0.9214 
1.1111 0.8907 
1.25 0.8490 
1.4286 , 0.79388 
1.6666 0.7225 
2.0 0.6336 
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APPENDIX 
Summation of A on 


Without loss of generality the following substitutions are made: 
d is used for § : a for : , and y for 4 ' 


From symmetry reasons, it follows that each source in the upper half of 
the plane (Fig. 2) contributes the same A ¢g, as does the corresponding 
source in the lower half. Thus only the sources in the lower half are to 
be considered and the result must be multiplied by 2. 

The terms 


—In (e747 — 6") 


are first written in the form 
ine A eS —0 5 = lire), 


With this one obtains 
20 
|| ps 


with + standing for a positive source and — for a negative source. Sum- 
ming the first term gives w/d. 
To sum the In terms the logarithm can be expanded: 


=Ip (l= a) = ae $2? gat ee 


With this, each term in m becomes 


Agn = +| 3 Sa Se Ee ey) 


4+ > i: [ete = grey, 
m=1 ™ 


The y, can be expressed as 
Yn = Ai + n2a 


with four different A;. With this, each term in m becomes 


Gm = > > ae - (ga tee eae tle = i: 


i=1 n= 
; ie) 
This is a geometrical series in n. Forming >» gives 
n=0 


4 —2rm/d 
1 — 1) ~sra; 
ee > + (e 2 Aym/d 


taro m (1 — ew tramld) 
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For reasons of convergence, y = 1 is treated separately. The A; thus 
become 


for + sources: 


Ag=atl1 

A, = 2a — 2 
for — sources: 

Ai=2a+1 

Ag= = 2, 


4 
é ; —2nrAim/d : : ; , 
Forming >> (—1)‘e °"*"""" and inserting into the expression for a, 
w=1 
gives 


Lan (a-2)mid qaQ— em") — ens) 


a a (1 fe 27amid) 


The total voltage between points 1 and 2 is therefore 


V= oe | ae) ae) Se a ee > on | : 
T 


m=1 


In all but three cases the first term in m gave four-place accuracy. 
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Piezoelectric and Dielectric Characteristics 
of Single-Crystal Barium 
Titanate Plates 


By A. H. MEITZLER and H. L. STADLER 
(Manuscript received October 18, 1957) 


The dielectric constant of c-domain barium titanate single-crystal plates 
has been measured as a function of their average polarization, using ac 
voltages much smaller than the coercive voltage. As has been found previously, 
the dielectric constant at frequencies below thickness fundamental resonance 
has a minimum at zero average polarization. However, at frequencies well 
above thickness resonance the dielectric constant has a maximum at zero 
polarization. The variation is about 25 per cent from minimum to maximum 
in both frequency ranges. In both frequency ranges the conductance is highest 
at zero polarization. 

The piezoelectric output voltage of a BaTiO; single crystal subjected to a 
recurrent strain pulse of constant amplitude has been found to be approxi- 
mately, but not exactly, proportional to its average polarization. There ap- 
pears, in fact, to be a distinct hysteresis in the dependence. 


I. INTRODUCTION 


The physical properties of BaTiO; have been investigated extensively 
in the last few years, and the ferroelectric characteristics of single crystals 
have found several applications in electrical circuit devices. On the other 
hand, applications of the piezoelectric characteristics of BaTiO; have 
largely been limited to its ceramic form. The experiments reported in 
this paper were initially undertaken to investigate the possible useful- 
ness of the piezoelectric characteristics of BaTiO; single crystals in prac- 
tical devices. 

In the work reported in this paper, dielectric and piezoelectric char- 
acteristics of BaTiO; in single crystals were investigated by means of 
two types of electrical measurements. A crystal plate with electrodes is 
essentially a two-terminal circuit element. The admittance of crystals as 
passive elements has been measured as a function of average remanent 
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polarization above, below and in the vicinity of the fundamental resonant 
frequency in the thickness-extensional mode. When such a crystal is 
excited by ultrasonic radiation it becomes a voltage source. The output 
voltage of an ultrasonically excited crystal has been observed as a func- 
tion of average remanent polarization when the ultrasonic excitation was 
at frequencies in the vicinity of the fundamental resonant frequency in 
the thickness-extensional mode. 

Certain features of the piezoelectric behavior of BaTiO; single crystals 
have been measured before by Bond, Mason and McSkimin;! by Caspari 
and Merz; by Drougard and Young? and by Huibregtse, Drougard and 
Young.* Measurements having particular bearing on the work reported 
in this paper were made by Drougard and Young, who measured the 
low-frequency, small-signal capacitance of BaTiO; crystals as a function 
of their average polarization. This type of measurement receives further 
elaboration in the present paper. 

When comparing reported results of measurements of dielectric and 
other material constants, one should bear in mind that the quality of 
BaTiO; single crystals may vary considerably. The dielectric constant is 
a rather good index of the fraction of a-domains in these crystals because 
it is much higher for a-domains than for c-domains. The low-frequency 
dielectric constant (K33;") was earlier reported to have values ranging 
from 185 to approximately 3000. These values should be compared with 
later values found by Merz® of 160 and our own values, which are in this 
same range. 

For applications of the type we wished to consider, plate-shaped, c-do- 
main crystals were most suitable. Plate-shaped crystals were grown by 
the method of Remeika‘ and were rendered entirely c-domain by applica- 
tion of an electric field perpendicular to the plate. Coin silver electrodes 
3; inch in diameter and about 1000 A thick were evaporated onto the 
broad sides of the plate. 

Some crystals were bonded with Araldite to fused silica rods before 
being measured. The operations of electroding and bonding, where they 
occurred, could possibly have introduced a-domains, but these could not 
be detected by polarized light because both the electrodes and the sil- 
vered surfaces of the fused silica were opaque. However, the low values 
of dielectric constant lead us to believe that the plates were very nearly 
pure c-domain during our measurements. 

In the course of the experiments to be reported, measurements were 
made on several dozen BaTiO; single crystals having different thicknesses 
and electrode configurations. From the reader’s point of view it would be 
simplest if all the different types of measurements reported were reported 
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on the same crystal. This was not practical, but the number of samples 
has been limited to three crystals, which have been designated as crys- 
tals “A’”’, “B” and “C”’. For these crystals, certain quantities were 
measured as functions of polarization, and a complete set of numerical 
results for dielectric and piezoelectric quantities is presented in Table I 
(see page 731). All the crystals observed, including the three selected 
crystals, exhibited variations in behavior, due perhaps to undetected 
differences in processing. For measurements where the results varied 
considerably from crystal to crystal, the variations will be specifically 
mentioned. 


II, EXPERIMENTAL METHODS AND RESULTS 


2.1 Method of Varying Average Polarization 


The average polarization of a BaTiO; crystal was changed by means 
of the circuit shown in Fig. 1(a)7 The value of C, was chosen so that a 
small amount of charge, C1Vz , could be moved through the crystal each 
time the switch S; was moved from the shorting position to the position 
connecting the capacitor in series with the crystal; Ci was chosen so 
that C\V,-was approximately 3 Q,, where Q, is the remanent charge. 
For the crystals used in these experiments, Q, was approximately 5 
microcoulombs, C; was 0.002 microfarads and Vg was 67 volts. The 
changes in the crystal’s state of polarization produced by the circuit of 
Fig. 1(a) may be interpreted in terms of the diagram shown in Fig. 1(b). 
The crystal may be put in the state of polarization indicated by the point 
p, on the loop by applying a voltage which is greater than the coercive 
voltage. When the crystal is shorted, it changes to position pe on the 
hysteresis loop. When an amount of charge equal to CiVz has passed 
through the series circuit all the voltage appears across C, and the crystal 
is now in position p;. The charge accumulated on (; can be shorted out 
by S: and the switching process can be repeated until the polarization 
saturates in the opposite direction. Reversing the applied voltage will 
return the crystal, a step at a time, to position p:. For some observa- 
tions, the crystal was also switched slowly and continuously by the use 
of a large resistance (of the order of 10!° ohms) in place of C, . In either 
case, the charge moved through the crystal was measured by the elec- 
trometer E across the low-leakage capacitor C>. 


2.2 Admittance Measurements 


In general, the admittance of a dielectric material between two elec- 
trodes is a complicated function of frequency, depending upon the pres- 
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ence of various types of physical phenomena such as piezoelectricity, 
ferroelectricity, relaxation effects or electrostriction. In the case of a 
given sample of material, measurements of admittance over a wide range 
in frequency are used to establish which physical phenomena are present. 
In addition to having a dependence upon frequency, values of admittance 
are frequently dependent upon the curent level at which the measure- 
ments were made. This is true for BaTiO; single crystals, which have the 
added complication that the admittance at a particular frequency de- 






Si 
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BATTERY == FERROELECTRIC 
CRYSTAL = 
ELECTROMETER 


(a) 
BASIC CIRCUIT USED TO CHANGE STATE OF POLARIZATION 


POLARIZATION ——> 





VOLTAGE ACROSS CRYSTAL => 


(b) 
AN IDEALIZED HYSTERESIS LOOP OF A FERROELECTRIC 
CRYSTAL AND THE PATH FOLLOWED IN CHANGING 
THE STATE OF POLARIZATION 


Fig. 1 — (a) Circuit for switching small amounts of charge through a ferroelec- 
tric ae. (b) diagram of crystal’s hysteresis loop showing path traced by cir- 
cuit of (a). 
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pends upon the state of polarization. It is possible (and desirable for 
many applications) to switch a crystal to an arbitrary polarization by 
means of the type of circuit shown in Fig. 1(a). Admittance may then be 
measured as a function of frequency for that particular value of average 
polarization. Provided that the measuring circuit does not place across 
the crystal a voltage large enough to move domains, the crystal will stay 
at the set value of average polarization. 

All the admittance measurements reported in this paper were made 
with measuring voltages across the crystal small enough so that the 
polarization of the crystal was left unchanged by a measurement. With 
this sort of technique we could, therefore, measure admittance at a 
given frequency as a function of polarization or measure admittance at 
a given polarization as a function of frequency. 

2.2.1 Admittance Measurements in the Vicinity of the Fundamental 
Resonant Frequency of the Thickness-Extensional Mode. The admittance 
of a dielectric material having piezoelectric characteristics varies greatly 
with frequency when it is near resonance, compared with the frequency 
dependence of the admittance far removed from a resonant frequency. 
For this reason, admittance measurements fall rather naturally into two 
major types: (1) those near resonance and (2) those far removed from 
resonance. 

In order to define several terms of which we will make frequent use, 
we show in Fig. 2 the admittance characteristics of a simple piezoelectric 
resonator having a frequency dependence of admittance that closely 
approximates the behavior of our BaTiO; crystals at maximum polariza- 
tion. In this figure the admittance of the resonator at any frequency, f, 
is given in terms of its capacitance, Cz(f), and its shunt resistance 
Rx(f) according to 


YG) = joCe(f). (1) 


1 
Raf) * 
The series resonant frequency, f, , is defined as that frequency at which 
R-z(f) is a minimum. Two other characteristic frequencies are f, , 
the resonant frequency, and f,, the antiresonant frequency. At f,, 
Cr(f) equals zero and dCz/df is negative; at fa, Cz(f) is again zero and 
dC z/df is positive. 

The resonant and antiresonant frequencies in the thickness-extensional 
mode of the BaTiO; crystals described above were measured by an 
admittance bridge technique described elsewhere.’ After the average 
polarization was set by the circuit of Fig. 1(a), the crystal was removed to 
the admittance bridge for measurement. The value of the polarization, 
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Fig. 2 — Admittance characteristics of a simple piezoelectric crystal near its 
resonant frequency. 


measured by the electrometer, was found to be unchanged after the 
admittance measurement. 

The admittance of an unbonded crystal was measured as a function of 
frequency, both in a state of maximum polarization and in a state of 
nearly zero polarization. The capacitance and shunt resistance are 
plotted against frequency in Fig. 3 for maximum polarization and in 
Fig. 4 for nearly zero average polarization. The many small erratic varia- 
tions in the curves of Fig. 3, as compared with those of Fig. 2, are attrib- 
uted to the presence of multiple resonances possibly due to the uneven 
surfaces* of the crystal plate. Fig. 5 shows a plot of resonant and anti- 
resonant frequencies of the same crystal as a function of polarization. 

Measurements exactly the same as those made on unbonded crystals 
were made on a similar crystal which had been bonded with Araldite 


* The surfaces of the crystal plates were not lapped. They were etched to a 
convenient thickness by concentrated phosphoric acid and given a final wash in 
dilute hydrochloric acid. 
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Fig. 3 — Admittance of an unbonded BaTiO; single crystal at maximum polar- 
ization near its resonant frequency. 
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Fig. 4 — Admittance of an unbonded BaTiO; single crystal near zero average 
polarization in the vicinity of its resonant frequency. 
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Fig. 5 — Resonant and antiresonant frequencies of an unbonded BaTiO; single 
crystal plotted vs. its average polarization. 


cement to the flat surface of a fused silica rod. This bonded crystal was 
also used for piezoelectric voltage measurements to be described below. 
The results of the measurements near resonance on crystal ‘‘C”’ have been 
plotted as Ce(f) and Rz(f) versus frequency in Fig. 6 for the maximum 
remanent polarization state and in Fig. 7 for the state near zero average 
polarization. Since Cg is greater than zero for all frequencies, there were 
no resonant or antiresonant frequencies for the bonded crystal. 

The experimental results in the vicinity of the series resonant fre- 
quency may be interpreted by means of equivalent circuits shown on 
Figs. 2, 6 and 7. The elements of the equivalent circuits consist of Co, 
which depends upon the clamped dielectric constant, and R,, Ci and Ly 
in the series arm. The quantities LZ, and C; depend upon the piezoelectric, 
elastic and dielectric characteristics of the material. In an ideal unloaded 
piezoelectric resonator, R, is zero. A non-zero value of R, for a real 
unbonded crystal is the result of energy being dissipated by the mount- 
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Fig. 6 — Admittance of a bonded BaTiO; single crystal at maximum polariza- 
tion near its resonant frequency. 
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Fig. 7 — Admittance of a bonded BaTiO; single crystal near zero average po- 
larization in the vicinity of its resonant frequency. 


728 THE BELL SYSTEM TECHNICAL JOURNAL, MAY 1958 


ing of the crystal or by anelastic mechanisms in the crystal itself. For a 
bonded crystal, R; includes the effects of the loading by the medium to 
which the crystal is bonded as well as the losses in the crystal itself. 

The data in Figs. 3 through 7 indicate that variations in average 
polarization produce major variations in the admittance of a crystal at 
frequencies near resonance. These variations are caused in part by varia- 
tions in the effective clamped dielectric constant, as indicated by Co. 
The relatively large variations are due primarily to changes in the ele- 
ments in the series arm which depend upon the effective piezoelectric 
constant and upon loss mechanisms in the crystal. The capacitance 
ratio* increases when the polarization approaches zero, indicating that 
the effective piezoelectric constant is decreasing. The value of R, in- 
creases as the polarization approaches zero, indicating that more energy 
is dissipated during each cycle by the crystal. 

The variation in effective piezoelectric constant is most clearly revealed 
by the curves of Fig. 5, which show the variation in resonant and anti- 
resonant frequencies as a function of polarization. When the polarization 
approaches zero, the separation between the two frequencies decreases. 
Because the square of the effective piezoelectric coefficient, d33 ,t is pro- 
portional to f.—f, or Af, these data indicate a decrease in d33 as the polar- 
ization approaches zero. It is possible for the effective piezoelectric 
coefficient to become so small that there is neither a resonant nor an 
antiresonant frequency; i.e., the variation in Cg is reduced so that it 
never passes through zero. lig. 5, in the case when the polarization was 
varied from positive to negative values, shows gaps in the curves for f, 
and f, in the region of zero polarization. These gaps were the result of 
the disappearance of f, and f, caused by the near-zero value of d33 . 

2.2.2 Admittance Measurements at Frequencies Removed from Resonance. 
The admittance of crystal ‘A’? was measured at 100 ke as a function of 
average polarization. The results of these measurements are shown in 
Vig. 8. The 100-ke plot agrees with a similar observation by Drougard 
and Young? in that the capacitance of crystals in unsaturated polariza- 
tion states is lower than that in saturated states. Measurements of 
admittance were also made above the resonant frequency in the thick- 
ness-extensional mode and, in this case, a surprising difference was 
observed in the variation of capacitance with polarization. Fig. 9 shows 
the results for admittance measurements made on crystal “B” at 26 


* The capacitance ratio, r, is defined in terms of elements in the equivalent 
circuit i; Co/C1 . The elements Z; and C; are interrelated by the requirement that 
Ws? = 1 In 1. 

+ The symbols used for all elastic and electric quantities will be those given 
by the IRE Standards on Piezoelectric Crystals, 1949, unless otherwise noted. 
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Fig. 8 — Admittance of an unbonded BaTiO; single crystal at 100 ke vs. its 
average polarization. 


mec, which is approximately twice the fundamental resonant frequency 
of this crystal. It can be seen that the dielectric constant for zero polar- 
ization is higher than that for maximum polarization. 

The data shown in Figs. 8 and 9 are representative of the results 
obtained on our better crystals. for the variation in the small signal 
dielectric constant as a function of polarization and of frequency. These 
results will now be summarized and given a qualitative interpretation. 

At low frequencies, the capacitance, and hence the dielectric constant, 
is roughly a parabolic function of polarization, being maximum at the 
extremes in polarization and having at zero polarization a minimum 
which is down 10 to 25 per cent from the maximum value. At higher 
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Fig. 9 — Admittance of an unbonded BaTiO; single crystal at 26 mc vs. its 
average polarization. 


frequencies, the dielectric constant is again approximately a parabolic 
function of polarization, but in this case the parabola is turned down- 
ward; i1.e., the maximum value of the dielectric constant occurs at zero 
polarization and the minimum values occur at the extremes in polariza- 
tion. On the high-frequency side of resonance, the minimum values have 
been observed to be 20 to 30 per cent below the maximum value at zero 
polarization. Values for dielectric constants calculated for three BaTiO; 
single crystals are given below. These values have not been corrected 
for the fringing polarization which was present, since the samples were 
not fully electroded. The effect of such a correction would be to lower 
the values of the dielectric constants; consequently, the values given in 
Table I should be regarded as upper limits on the corrected values. 
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TABLE [| 
Crystal Jr (mc) KLF.MP Kyr,ze KyF,MP KH F,ZP 
A 17.18 222 165 94 129 
B 12.85 132 lll 57 79 
C 14.35 169 145 98 122 





The symbols used in Table I are defined as follows: 


Kir,me = low-frequency dielectric constant at maximum polarization, 

Kir,zp = low-frequency dielectric constant at zero polarization, 

Kur.mp = high-frequency dielectric constant at maximum polariza- 
tion, 

Kur,ze = high-frequency dielectric constant at zero polarization. 


There is considerable variation in the values of the dielectric con- 
stants, and we attribute this to variations in the structures of the indi- 
vidual crystals, but in each case it is true that 


Kur,up > Kur,zp > Kur,zp > Kur up ° (2) 


The polarization dependent behavior observed at low frequencies has 
received an interpretation by Drougard and Young.’ They suggest that 
the decrease in dielectric constant with decreasing polarization is a 
consequence of the arrangement of many antiparallel domains in the 
crystal. The extensional strains developed in these domains under the 
influence of an applied field oppose each other, resulting in a reduction 
in the magnitude of strain and consequent reduction in the total energy 
stored in elastic deformation of the crystal. The crystal is taken as 
“thickness-clamped”’ at zero polarization and at frequencies below reso- 
nance. Drougard and Young did not consider variations in the dielectric 
constant at high frequencies with variations in polarization. 

In order to provide a qualitative explanation for the difference between 
Kur,zp and Kur,up , we suggest that the interpretation of Drougard and 
Young be supplemented by the inclusion of shear strains at the 180° 
domain walls. When a low-frequency signal is applied to a crystal in the 
zero polarization state, the total energy stored in strain is less than at 
maximum polarization. However, the crystal cannot be regarded as com- 
pletely clamped, because an appreciable amount of energy is being stored 
both in shear strains (S, and Ss) as well as in extensional strain (S3). 
The deformation of a crystal at zero polarization by an applied field is 
pictured in Fig. 10. When a crystal is measured at high frequencies and 
maximum polarization, the energy stored in strain is least, because the 
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amplitude of extensional strain is low and no shear strains are present. 
While the pictured mechanism may account for the difference between 
Kiyr,ze and Kyr,up , it does not explain why Kyr,zp was observed to 
be greater than Kyr,xp. 

In the present work, the fact that both Kyr,zp and Kyr,ap are con- 
siderably lower than K,,r,zp shows that a crystal is not very well clamped 
at low frequencies and zero polarization. For a given crystal, Kur,ap 
appears to be the best estimate one can make of the clamped dielectric 
constant, and even it is subject to some doubt. For instance, since the 
‘ capacitance appears to be still rising with frequency in this range, as 
can be seen from Jig. 8, the clamped dielectric constant may be higher 
than Kyr,.p. On the other hand, since transducers mounted on ultra- 
-sonic delay lines can generate mechanical vibrations at these same fre- 
quencies, the crystal cannot be completely clamped. Consequently, 
Kur,me may be higher than the truly clamped dielectric constant. 
¥inally, since the values of the four dielectric constants varied so much 
from one crystal to another, it is clear that the crystals used do not pro- 
vide a good basis for determining the numerical values of the constants. 
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Fig. 10 — Diagram of the deformations produced in a BaTiO; single crystal 
near zero average polarization by a small applied field. 
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Before leaving the subject of admittance measurements, we should 
observe two other noteworthy features of the data. First, the crystals 
dissipate more energy per cycle in the zero polarization state than in the 
state of maximum polarization. This statement is based on the observa- 
tion that, away from resonance, Ry is always lower for zero polarization 
than for maximum polarization. (See, for example, Figs. 8 and 9.) Bond, 
Mason and McSkimin! have reported that the material is mechanically 
more lossy in the zero polarization state. They attributed this extra loss 
to a microhysteresis effect. 

The second observation to be made regards the multiple-valuedness of 
many of the quantities measured as functions of polarization. The data 
of Figs. 5, 8 and 9 indicate that the components of the admittance meas- 
ured as functions of polarization have different values well outside the 
limits of experimental error, although the curve for any quantity retains 
the same general shape. This scatter probably indicates that the meas- 
ured values of these quantities are sensitive to the strain condition of the 
crystal which, in turn, is dependent upon the exact shape and position 
of the microscopic domains. 
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Fig. 11— Block diagram of apparatus for measuring piezoelectric output 
valiaee of a BaTiO; single crystal as a function of its average polarization. 
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lil. MEASUREMENTS OF PIEZOELECTRIC VOLTAGE GENERATED BY ULTRA- 
SONIC EXCITATION 


Two BaTiO; single crystals were bonded with Araldite to the ends of a 
fused silica rod, forming an ultrasonic delay line. One of the crystals, 
crystal “‘C”’, was used as the output transducer and its piezoelectric out- 
put voltage was measured as a function of its average polarization. 

The essentials of the experimental arrangement are shown in Tig. 11. 
A recurrent rF pulse of constant amplitude and frequency excited the 
input crystal transducer. The elastic dilatational wave traveled the 
length of the line and excited a piezoelectric response in the output 
crystal transducer, which was observed on the oscilloscope. The average 
polarization of the output transducer was set and measured by the 
circuit of Fig. 1(a). 

Vig. 12 shows the dependence of piezoelectric output voltage on aver- 
age polarization for crystal “‘C’’. Other crystals were measured and the 
shapes of the resulting curves are similar. The shape of the curve for 
erystal ‘“‘C”’ was found to be very insensitive to changes in the frequency 
or amplitude of the applied mechanical wave. The decreased slope at 
the ends of the curve in Fig. 12 is due to the increase in capacitance of 
the crystal at maximum polarization. However, the capacitance variation 
does not account for the hysteresis of the curve. Almost all the crystals 
measured showed this same type of hysteresis dependence of piezoelec- 
tric voltage on average polarization. 

The vertical jumps near zero piezoelectric output voltage were not 
found for all crystals. On one crystal there was a vertical jump in travers- 
ing zero in one direction but not in the opposite direction. When the 
piezoelectric output signal was displayed on an oscilloscope and observed 
very carefully, the waveform of the piezoelectric pulse could be seen to 
vary in time near zero polarization and a distinct minimum amplitude 
could be moved through the time of the pulse by passing charge slowly 
through the crystal. The data used for plotting the curve were always the 
maximum amplitude of the pulse during its entire duration, and the 
meaning of vertical jumps is just that this maximum never passed 
through zero. 

It is possible to interpret these experimental results in terms of the 
domain picture of BaTiO; crystals. The simple domain picture of polari- 
zation would predict a linear dependence of piezoelectric voltage on 
average polarization. This can be seen as follows. If the crystal consists 
of many domains polarized in either of the two directions perpendicular 
to the electrodes on the large surface of the plate, and if the polarization 
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Fig. 12 — Piezoelectric output voltage vs. average polarization of a BaTiO; 
single crystal subjected to constant amplitude strain waves. 


per unit volume within each domain has the same value, p, then the 
average polarization is 


1 Vi — Ve 

P = Y, ve pndv = Pp ae a 

where V, is the volume of the crystal between the electrodes, V, and 

V_ are the volumes of domains polarized positively and negatively re- 

spectively, n is a unit vector perpendicular to the electrode and p = | p |. 
The average polarization is indicated in the experiment as 


(3) 


ps C: V electrometer 


swt (4) 


where A is the electrode area. 
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Thus we have 


pA V4 — V 
Vetec = On aes (a (5) 
We assume that p is a function only of the temperature, 7’, and the 
average strain, S = (L — I)/L , where L and Jy are the instantaneous 
and average thicknesses of the crystal. Thus, the piezoelectric voltage 
is assumed to be due to the change in polarization accompanying a 
strain, as 


A oP A Op ,g V4 — V- 

Visors “> C, as AS: = C, as AS V~. 9 (6) 
where C,, is the capacitance of the crystal plus the input capacitance of 
the voltage measuring circuit. 


Thus one obtains 





A OP ag V+ —V- Va. — Ve 
Voiczo _ C, 08 aan ae 
V elec pA V4 — V_ 
Cy V. (7) 





Op 
_ C238 ae AS 


~ pC, 


For constant strain and temperature, all the factors in this last relation, 
with the exception of C, , are constant, independent of average polariza- 
tion; C, isa slowly varying function of average polarization. Thus, we 
would expect the piezoelectric voltage to be proportional to the average 
polarization. As Tig. 12 shows, this is not entirely true. 

According to the simple picture just presented, we would expect the 
piezoelectric voltage for maximum positive average polarization to equal 
that for maximum negative polarization. This was true for some crystals, 
including the one measured for Tig. 12, but was not true for many others. 
A plausible cause of this inequality is that some domains are stuck, and 
are not switched even when the crystal is saturated. That is, V,, for 
example, might never be zero, thus reducing the maximum piezoelectric 
voltage for negative polarization. These stuck domains would also reduce 
the switching charge of the crystal from its maximum value. In fact, it 
was found that all crystals whose positive and negative piezoelectric 

voltages were very unequal did not switch as much Sheree as they had 
switched shortly after plating. 

As a final observation, it should be noted that, siticieh the simple 
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dipole theory leads one to expect a linear relationship between piezo- 
electric voltage and polarization, what is usually observed is the open- 
loop type of curve shown in Fig. 12. Upon repeating the polarization 
cycle in measuring a given crystal, one finds that the individual points 
are duplicated almost exactly. In this case there seems to be a true 
hysteresis, as contrasted to the results obtained for admittance meas- 
urements as functions of polarization. 


IV. CONCLUSIONS 


The dielectric and piezoelectric constants of c-domain BaTiO; single- 
crystal plates are sensitive functions of their average polarization when 
determined from capacitance measurements using ac voltages much 
smaller than the coercive voltage. It has been reported* that the dielec- 
tric constant at frequencies below thickness resonance has a minimum 
at zero polarization, and our measurements confirm this result. On the 
other hand, at frequencies above the fundamental thickness-resonant 
frequency, the dielectric constant has a distinct maximum at zero polari- 
zation. The dielectric constant varies about 25 per cent from minimum 
to maximum in both frequency ranges. In both ranges, the conductance 
is maximum at zero polarization. 

The dielectric constant of BaTiO; at high frequencies and maximum 
polarization is significantly lower than the dielectric constant at zero 
polarization and low frequencies. This difference indicates that, at low 
frequencies and zero polarization, the crystal cannot be regarded as com- 
pletely clamped, and for this reason the dielectric constant at high 
frequencies and maximum polarization represents a better value to use 
for the effective dielectric constant at constant strain. 

The piezoelectric output voltage of a BaTiO; single crystal subjected 
to constant-amplitude recurrent strain pulses has been measured and 
found to be approximately proportional to its average polarization. How- 
ever, departures from linearity were observed. When piezoelectric output 
voltage was plotted as the ordinate and polarization as the abscissa, a 
hysteresis dependence was observed. In addition, it was found that the 
curve of piezoelectric output voltage showed vertical jumps in the 
vicinity of zero polarization. 

The measurements presented in this paper indicate that plate-shaped 
BaTiO; single crystals have a significantly lower dielectric constant and 
a smaller capacitance ratio when used as resonators in the thickness- 
extensional mode than do similar resonators made from BaTiO; ceramic. 
These characteristics of the single crystal can be used to advantage in 
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certain applications such as electromechanical transducers for operation 
at high frequencies. 
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Organic Deposits on Precious Metal 
Contacts 


By H. W. HERMANCE and T. I’. EGAN 
(Manuscript received December 12, 1957) 


An amorphous brownish organic deposit has been found on non-arcing 
palladium contacts. It is shown that this material 1s produced when a 
number of metals, notably those of the palladium and platinum groups, 
are rubbed together in the presence of low concentrations of organic vapors. 
The deposit .is given by a very wide variety of organic materials, and is 
thought first to involve chemisorption of the vapor on the metal, followed by 
frictional activation and polymerization of the chemisorbed layers to form 
the visible accumulation. The use of a gold alloy overlay on the palladiwm 
to minimize the troublesome effects of the polymer on contact performance 
as discussed. 


I. HISTORICAL REVIEW 


The reliability of telephone switching and the quality of speech trans- 
mission are vitally dependent on the effective performance of the hun- 
dreds of electrical relay contacts employed in the completion of a call. 
Despite all reasonable efforts to maintain clean operating conditions, 
the function of a contact may beimpaired by a variety of contaminants, 
the sources of which are often far from obvious. The discovery and 
control of such contaminants has been a continuing task at the Labora- 
tories for many years. In 1947, however, a new approach was made to 
the problem, with the employment of the plastic replica technique 
as a micro-analytical tool.! Briefly, the method consists of pressing 
the warmed contact into a clear thermoplastic sheet material such as 
Vinylite. When cooled, the resulting imprint reproduces faithfully all 
surface details of the contact. Even more important, foreign deposits 
are transferred in their original configuration to the transparent medium 
for microchemical study. 

Through this medium of sampling and analysis, a systematic study 
was made of contact contamination as it occurs under the conditions 
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Fig. 1 — (a) Vinylite replica of a palladium relay contact, showing organic de- 
posit formed from vapors of organic structural parts after 10° closures; (b) replica 
of a silver relay contact after 106 closures, showing complete absence of organic 
deposit. (Both magnified 75 times.) 


of manufacture, installation and switchroom operation. This study led 
to the discovery of a wholly unexpected source of contamination, which 
appears to explain many of the mysterious transient “opens” frequently 
encountered in switching. It was found that a dark brownish, structure- 
less deposit was invariably present on non-arcing palladium but never 
on silver contacts. Under the microscope, the deposit was always ob- 
served to accumulate around the area of contact impact and slide. Fig. 1 (a) 
shows a Vinylite replica of a palladium relay contact contaminated 
with the brown deposit produced by about one million closures. Fig. 1(b) 
shows a replica of a silver contact operated under the same conditions. 
In a typical case, most of the deposit is found considerably outside the 
contact area as a dark powdery mass. Closer to the area of slide may 
be seen thin transluscent films which transmit a yellow to red light. 
These films are formed by impaction and smearing of the somewhat 
plastic deposit. 

This contaminant could not be traced to any known atmospheric 
or shop source. Moreover, its quantity was undiminished on palladium 
contacts operating in the cleanest environments, virtually free from 
all air-borne contaminants. Significantly, too, this material was found 
on unwired contacts of operating relays but never on contacts which 
had not been subject to operation or vibration. 
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To summarize, this mysterious brown deposit appeared on palladium 
but not on silver contacts. Its occurrence was completely independent 
of such environmental factors as air-borne dusts and corrosive gases. 
Its formation required mechanical but not electrical operation of the 
contacts. It accumulated in the area immediately surrounding the region 
of contact slide. Arcing electrical discharges appeared to destroy such 
deposits, completely or in part. 

These peculiar circumstances led to the view that the deposit must 
be a frictional product, involving either palladium and dust-free air 
or palladium and some vapor derived from the relay structure. Micro- 
chemical studies made on replicas taken in the field failed to disclose 
more than traces of palladium in the deposits. Thus, although not 
easily acceptable, the evidence pointed strongly to vapors emanating 
from the relay structure as the source of the frictional product. 

To test this view, new relays with carefully cleaned palladium contacts 
were enclosed in sealed glass chambers, with the contacts unwired. 
The magnet coils were energized at one-second intervals. At the end 
of several hundred thousand operations, the chamber was opened and 
replicas were made of the contacts. A brown deposit, identical in all 
respects to that observed in the field, was found around the frictional 
areas of the contacts. Similar experiments with silver contacts produced 
no deposit. 

A relay with palladium contacts was then constructed in which all 
organic components were replaced by glass in sheet or fibrous form. As 
an additional precaution, this relay was solvent-extracted and out- 
gassed by repeated baking and evacuation. When it was operated as 
before in the sealed container, no deposit appeared on the contacts 
(see Fig. 2). However, when pieces of phenol fiber such as are used in 
the normal relay were introduced into this container, a deposit again 
appeared when the relay was operated. Likewise, deposits were obtained 
when this inorganic relay was operated in the presence of pure vapors 
such as benzene or hexane (see Fig. 3). The conclusion thus was inescap- 
able that the brown deposit is formed by traces of organic vapors emanat- 
ing from the insulating materials of the relay structure. 

The purely organic nature of the deposit was confirmed by micro- 
chemical tests. The product was found to be combustible at red heat, 
leaving no residue. On the replicas, the material quickly disappeared 
in a drop of concentrated sulphuric acid containing chromic acid, with 
the formation of bubbles, presumably CO:. 

The electrical behavior of the brown deposit on the contacts was 
studied by the use of microprobes. The nonconducting nature of the 
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Fig. 2 — Replica of a palladium contact after 10° closures on a relay with all 
inorganic parts, showing only metallic wear particles. (Magnified 75 times.) 


material was confirmed, but it was found that the deposits were quite 
fragile compared with fibers and other particles to which most per- 
sistent opens on operating equipment have been traced. Nevertheless, 
it was believed that many transient effects might be explained by this con- 
taminant. 

Confirmation of these suspected transient effects was obtained when 
an extensive laboratory study was made to compare relay performance 
with and without dust-excluding enclosures.” Test circuits were employed 
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in this study which were designed to detect all opens, even those of short 
duration. Despite the absence of dust, the relays in the tightest en- 
closures showed the most opens, and the only contaminant found on 
these contacts was the characteristic brown organic deposit. Enclosure 
of the relays evidently had trapped their organic vapors, accelerating 
the formation of the deposit. 


II. PRODUCTION OF THE DEPOSIT IN LABORATORY DEVICES 


Attention was next directed to reproducing the brown deposit in 
the laboratory by a simplified mechanism which would provide for 





Fig. 3 — Replica of a palladium contact with all inorganic components, show- 
ing organic deposit from hexane vapors after 10° closures. (Magnified 75 times.) 
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better observation and more quantitative control. It was particularly 
desired to examine the behavior of metals other than palladium, and 
to produce a sufficient quantity of the organic material from known vapor 
sources to permit further study of its properties. 

Closure of relay contacts involves both impact and slide. It was 
believed that impact played no part in producing the deposit, and this 
matter was settled by adjusting the springs of a relay so that the con- 
tacts slid over each other but never opened. The brown deposit was 
still produced in about the same quantity, indicating slide to be the 
essential motion. 

This conclusion was verified by a simple device in which a palladium 
disc was rotated under a small ball fused onto the end of a 30-mil pal- 
ladium wire in the presence of benzene vapor. The wire was soldered 
to a phosphor bronze spring and was bent to trail on the disc, at a low 
angle to reduce chatter. After several thousand rotations, a ridge of 
brown deposit was observable on either side of the circular track. The 
best results were obtained when the wiping speed did not exceed 10 
em/sec and the contact force was not greater than 35 gms. With higher 
speeds and contact load, wear was greatly accelerated and the yield 
of organic deposit fell off rapidly. Even at the most favorable speeds 
and loads, this device behaved erratically, at times producing the brown 
organic material copiously and at times producing mostly palladium 
wear products. It was believed that this behavior was caused by a high- 
frequency chatter inherent in the particular construction. It was interest- 
ing to note, however, that wear and the production of the organic de- 
posit tended to be mutually exclusive effects. 

On the rotating disc, the brown deposit was distributed over a long 
track, making it difficult to collect and to observe. Perfection of the 
rotating-disc device was therefore abandoned in favor of the develop- 
ment of one using reciprocating motion of small enough amplitude to 
confine the entire slide to the field of a microscope. The feature most at- 
tractive in such a device was the possibility that the rubbing elements 
could be so mounted that they could be readily detached for microscopic 
study, weighing and chemical examination of the friction product. 

Exploratory devices of this type gave a fairly reproducible yield of 
brown deposit when the wipe velocity was held below about 10 cm/sec. 
Above this velocity, wear was again noticeable, with erratic and diminish- 
ing yields of brown product, just as had been found on the rotating- 
disc device. 

Two machines using reciprocating motion were evolved. One is driven 
magnetically using 60-cycle alternating current which produces two 
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magnetic pulses per cycle and hence 120 oscillations per second of the 
slider (240 wipes per second). The other machine employs a motor- 
driven cam and lever arrangement for actuating the slider. Figs. 4, 
5(a) and 5(b) show the general features of the magnetically driven device. 
The fixed friction member is a small plate, 0.6 em X 1.0 cm, which 
may be recessed for retention of the friction products. This plate is 
held in a vise attached to the frame of the machine. The slider is a 30- 
mil wire, the end of which is bent sharply back on itself to provide a 
rounded sliding surface. The slider is clamped at the end of a phosphor 
bronze spring so that its tip is in line with the axis of the spring. The 
spring, which may be adjusted to the desired tension, is mounted on 
the end of the driving rod. No special finish was needed on either the 
slider or plate to obtain reproducible results, although polishing with 
' levigated alumina facilitated microscopic study of the track by eli- 
minating confusing scratches and other surface irregularities. 

The driving rod is suspended in the frame by two beryllium-copper 
cantilever springs which provide the restoring force against the pull 
of the magnet. Early experiments showed that support of the driving 
rod in sleeve bearings was undesirable because of a tendency for it to 
wear and bind, even when lubricated with graphite. The driving rod 
terminates in a disc-shaped soft iron armature which is actuated by an 
E-shaped electro-magnet. The magnet assembly is attached to the 
frame in a sleeve clamp which permits adjustment of the armature gap. 
By this means and by regulation of the current, the stroke amplitude 
is controlled. 

The frictional parts of the machine are enclosed in a tight-fitting 
cylindrical glass shell. A thin copper diaphragm is placed between the 
magnet and the armature, sealing off the rear of this chamber. Thus, 
the coil, the only part containing organic material, is on the outside. 
All parts enclosed by the chamber, except the actual friction members, 
are gold-plated to reduce reactivity to vapors of a chemically corrosive 
nature. Vapors to be tested may be passed through the chamber with 
any desired diluting gas, and inlet and outlet tubes for this purpose 
are provided. Alternately, liquids or solids to be vaporized may be 
placed inside the chamber in glass capsules. 

The motion of the slider is simple harmonic, making 120 oscillations 
per second on the fixed plate, or 240 wipes. The average wipe velocity 
therefore will be S X N, where S is the amplitude and N the number of 
wipes per second. The stroke amplitude is measured microscopically, 
with the travel of a fine scratch on the spring being observed. The actual 
velocity in simple harmonic motion will, of course, vary from zero at 
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Fig. 4 — Electromagnetically driven friction device. 
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Fig. 5 — Close-up views of electromagnetically driven friction device. 


the ends of the stroke to a maximum, given by 7/2 (S X N) or 1.57 (S X& 
N), at the midpoint. Thus, with the amplitude of 170 microns com- 
monly used, the maximum wipe velocity would be 6.41 cm/sec. 

To measure yields of organic deposit, the plate and slider wire are 
weighed together on a microbalance before and after each run. The 
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gain in weight, after drying at 100°C, is taken to be the organic product 
yield. After the products are removed, the plate and slider are cleaned 
in redistilled methyl alcohol and again dried. The loss in weight is the 
wear. 

Mechanically, this magnetically driven device is more susceptible 
to small variations in stroke amplitude than the more rugged and precise 
cam-driven machine. It was devised to obtain workable quantities 
of deposit quickly from various combinations of known vapors and 
metals. Molecules of the organic vapor reach the metal surface by dif- 
fusion through the diluting gas. This process is relatively slow when 
the vapor concentrations are low, as in the case of those emanating 
from relay components. Therefore it is possible, with the short rest 
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Fig. 6 — Cam-driven friction device. 
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period afforded by 120 oscillations per second and a low vapor concentra- 
tion, that not enough adsorption will take place between each wipe 
to produce the needed film and little or no deposit may result. For 
this reason, the experiments with the magnetic device are made using 
high vapor concentrations. A sufficient supply of vapor molecules for 
rapid saturation even at high operation rates thus is assured. 

The cam-driven machine, on the other hand, operates at frequencies 
up to 6 cycles per second and thus comes within the range of relay test 
cycling. It is intended for more precise studies, particularly those 
involving low vapor concentrations. It has been used, for example, 
to evaluate deposits formed from vapors emanating from materials 
used in relays and associated equipment and their proposed substitutes. 

Fig. 6 shows the details of the cam machine. The friction elements 
are essentially the same as in the magnetic device, and are likewise 
enclosed in a glass envelope. In this case, however, the plate vise is 
mounted on a stiff rod which pivots at the back of the machine. The 
rod is moved by a lever arm and is spring-loaded against a motor-driven 
cam. The opening in the back plate through which the rod passes is 
sealed off by a metal bellows which surrounds the rod. In operation, 
the rod oscillates through a small vertical are determined by the cam 
eccentricity and the length of the lever arm. 

The slider, again a 30-mil looped wire, is held in a small chuck at 
the end of a nickel-silver cantilever spring mounted on the back plate 
. and above the driving rod. As the rod moves up and down against this 
spring, slip occurs between the plate and slider in much the same manner 
as between the contacts of a relay. The motion is still essentially simple 
harmonic, but there will be a difference in contact force between the 
top and bottom positions of the rod. On the device in use, the force 
at the bottom of the stroke is about 70 per cent of that at the top. The 
stroke is set for 170 microns and the slide velocity will therefore depend 
on the frequency of operation. At 6 cycles per second the average 
velocity is 0.2 cm per second. 


II. INITIAL EXPERIMENTS WITH BENZENE VAPOR 


Benzene was used as the vapor source for the first series of observa- 
tions for several reasons: (1) the deposit formed from it resembled 
closely the one found on contacts of relays in the field; (2) the benzene 
ring is a characteristic part of the structure of most of the vapors given 
off by relay components; (3) pure benzene is easily obtained; (4) its high 
vapor pressure permits a wide range of vapor concentrations by dilution 
of benzene saturated air. 
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Fig. 7 — Replica of palladium plate, showing organic deposit formed after one 
minute in benzene vapor with 120-cycle machine. (Magnified 400 times.) 


Air was first passed through a column of benzene by means of a fritted 
glass bubbler, then through the 120-cycle magnetic device with the 
stroke adjusted to 170 microns. The sliding elements were palladium 
and the spring force was 30 grams. At the end of ten seconds (2400 
wipes) a replica of the plate was made and examined microscopically. 
A shallow wear area was found to contain numerous furrows and 
scratches, obviously the composite pattern formed by lateral varia- 
tions in the slider position. Palladium wear fragments were scat- 
tered in and around the wear area, together with amber to dark brown 
transluscent flakes of organic materials. At the bottom of many of 
the furrows there was a thin, continuous film of organic deposit. After 
one minute (Fig. 7), the wear had not increased appreciably, but the 
low areas were now almost filled with the organic material. From this 
point on, successive observations disclosed no further wear, the organic 
friction product apparently providing effective lubrication. At the end 
of five hours (4,320,000 wipes) the product had accumulated around 
the slide area as a brown powdery pile. The yield amounted to about 
35 micrograms. 

Another run was started, but after five minutes the machine was 
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stopped and the wear products were removed without disturbing the 
slider. It was started again and operated for five hours, after which 
all of the friction product was removed and ashed. Only a trace (less 
than 0.1 microgram) of palladium was found, confirming the belief 
that wear is negligible once an appreciable organic film is formed. 

In view of the marked suppression of wear attending generation of 
the organic product, a comparison was made of the amount of wear 
produced in the absence of organic vapors under the same conditions. 
Figs. 8(a) and 8(b) show the result after 4,320,000 wipes. A deep pit 
has worn in the plate, with a voluminous pile of finely divided palladium 
surrounding it. Figs. 9(a) and 9(b) show the result of the benzene vapor 
run with the organic deposit surrounding the track, and with this 
deposit removed to show the small wear area. 

Table I compares quantitatively the wear obtained on three benzene 





Fig. 8 — (a) Palladium wear products generated in the absence of organic 
vapors after about 4 X 10° wipes; (b) deposit removed, showing deep pit in ab- 
sence of lubrication by the organic deposit. (Magnified 25 times.) 





Fig. 9 — (a) Organic deposit formed from benzene vapors after 4 X 10° wipes; 
(b) deposit removed, showing greatly reduced wear due to lubrication by the 
vapors and deposit. (Magnified 25 times.) 
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TABLE I — CoMPARISON OF WEAR -— WITH AND WITHOUT 
BENZENE VAPOR 


(4 X 10° Wipes, 170-Micron Stroke, 30-gm Force, 120 Cycles/Sec) 








5 . Yield of Yield of 
Pepeument Gas Phase Organic Friction} Average |Palladium Wear| Average 
Products Product 
Micrograms AMicrograms 
1 air _ 103 
2 air — 81 100 
3 air = 117 
4 benzene sat. air 46 4 
5 benzene sat. air 32 44 4 3.5 
6 benzene sat. air 35 2.5 





runs with the wear on three ‘‘dry” runs. In the benzene runs, no attempt 
was made to remove the initial wear products and the total wear was 
obtained by transferring the friction product to a weighed platinum 
capsule, igniting the organic material and re-weighing to obtain the 
palladium residue. 

A series of runs was made in benzene saturated air on both the mag- 
netic and the cam-driven machines. The results are presented in Table 
II. The greater reliability of the cam machine is evident. It is interesting, 
however, that the average yield with these two devices is substantially 
the same in high benzene concentration, even though one has a slide 
velocity and frequency twenty times that of the other. 


IV. YIELD OF DEPOSIT AS A FUNCTION OF SLIDER LOAD 


A series of runs was made at several spring loads on the 120-cycle 
machine with other factors held constant. Fig. 10 shows the results, 
with yield of deposit plotted against the square root of the slider load. 

The yield appears to be proportional to the square root of the load, 
and the increase in track width due to plastic deformation between 
the curved slider and the plate would also be proportional to the square 
root of the load. Hence, it would appear that the load regulates the yield 
through regulation of the track area. 


V. MONOLAYERS OF BENZENE TRANSFORMED PER WIPE 


If we take 35 micrograms (from Table II) as the average yield of 
friction product for 4,320,000 wipes, with about 4 micrograms consisting 
of palladium wear particles, the organic deposit formed per wipe will 
be about (85 — 4)/4 X 10°, or 8 X 10-° micrograms. 
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TABLE II — YirLtp REPRODUCIBILITY — MAGNETIC AND 
Cam MACHINES 


(4 X 10° Slides, Benzene Saturated Air, 170-Micron Stroke) 





Yield in Micrograms 























Magnetic — 120 Cycles/Sec Cam — 6 Cycles/Sec 
30-gm Spring Force 20-30-gm Spring Force 
44 40 39 
46 50 36 
30 36 29 
38 36 36 
30 41 38 
82 38 30 
Average = 38.4 Average = 34.7 
Average deviation = 4.8 Average deviation = 3.3 








R. W. Wilson® has determined the track width for a gold wire slider 
on gold. Wilson’s data include results of direct microscopic measure- 
ments, calculations from contact resistance and values calculated from 
Hertz and Meyer’s equations at 30 grams force. All of these methods 
agree rather well, giving a track width for annealed gold of 5 X 10-7 mm. 
From this value, R. L. Barns‘ calculates the track width for work- 
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Fig. 10 — Polymer yield versus load. (Palladium on palladium; 4 X 10° wipes 
in benzene-saturated air; 170-micron stroke.) 
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hardened palladium, using the relation: 


dau — | / Hra 

dpa 7 H Au 

~ where dau and dpa are the track widths, respectively, for gold and pal- 
ladium and Hay and H pa are the hardness values in kg/mm for gold 
and palladium, respectively. The track width thus obtained for palladium 
is 2.4 X 10-3 em. With a 170-micron stroke, the track area will be 4 X 
10-5 em. 

The 8 X 10~* micrograms of deposit formed per wipe corresponds 
to 1 X 10-* moles of benzene, which in turn is equivalent to 6 X 10! 
molecules of benzene. Dividing this value by twice the wiped area 
gives about 7.5 X 10 molecules/cm? formed per wipe. 

Twice the wiped area is taken on the assumption that the surfaces 
of both the slider and the plate generate equal quantities of polymer. 
This would be the case if the relatively small active area of the slider 
were instantaneously regenerated as it traverses the plate. 

A monolayer of benzene on palladium contains about 7 X 10" mole- 
cules/em?. Hence, there has been converted one monolayer per wipe 
on each surface. 


VI. VAPOR CONCENTRATION VERSUS YIELD OF PRODUCT 


As discussed previously, high concentrations of vapors are used in 
the laboratory to insure a maximum yield of product. Under practical 
conditions, however, the vapor concentration producing deposits on 
relay contacts is probably very low. An attempt was made, therefore, 
to find the critical concentration of benzene below which no deposit 
would be formed on the palladium sliding surfaces at 6 and 120 cycles 
per second. 

For obtaining measured dilutions of the benzene-saturated air, the 
technique shown in Fig. 11 was devised. A glass cell of about 50 ce 
capacity with platinum electrodes sealed into the bottom is connected 
to the metered air supply line by means of a 10-cm capillary tube of 
about 0.2-mm bore. The electrodes are covered with dilute sulphuric 
acid and over this is placed a layer of benzene. The two liquids occupy 
about half the volume of the cell. 

The free space in the cell will be saturated with benzene vapor and 
its transport into the air supply through the fine capillary will be neg- 
ligible until gas pressure is generated in the cell by electrolysis of the 
dilute sulphuric acid. By this means, the small required amount of 
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benzene vapor is forced continuously through the capillary into the 
main air supply stream. The volume of vapor is thus metered by the 
current supplied, in accordance with Faraday’s Law. The minute amount 
of hydrogen introduced into the air stream has no effect on the production 
of the organic deposit, and the rate of removal of the vapor from the 
cell is so slow that benzene saturation in the cell is essentially maintained. 

Runs were made at 6 and 120 cycles per second using 30 grams spring 
force and 4 X 10° slides at several concentrations. The yields of deposit 
were plotted against the vapor concentration at the two slide frequencies 
and are shown in Fig. 12. The values near the critical concentrations 
are approximations, since estimation of these low yields is subject to 
considerable error and the cut-off point must be judged from microscopic 
evidence alone. The latter observation is aided, however, by the abrupt 
increase in wear and change in the track texture as the organic product 
disappears. Even with these limitations, it seems clear that with the 
lower wipe frequency the critical concentration is lowered. At 240 
Wipes per second, a concentration of about 35 parts per million is re- 
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Fig. 11 — Device for obtaining metered dilutions of benzene vapor. 
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Fig. 12 — Yield of benzene deposit as a function of vapor concentration and 
wipe frequency. 


quired for the appearance of the deposit. At 12 wipes per second, about 
5 ppm are needed.* At the relatively infrequent rate of relay operation 
in telephone switching, the critical concentration might be expected 
to be still lower, perhaps a fractional part per million. 


VII. PROPERTIES OF THE BENZENE PRODUCT 


By extended operation of the 120-cycle device in benzene-saturated 
air, enough of the brown product was obtained to permit a closer ex- 
amination of its properties. The material is a dark brown amorphous 
powder which transmits a reddish amber light under the microscope. 
It readily takes on a strong electrostatic charge. The powder is some- 
what plastic and can be formed into pellets at high pressures. When 
such a pellet is heated in a closed tube, it does not melt but carbonizes 
with little change of form to produce a coke-like residue. An oily distillate 
collects at the cool end of the tube, suggesting the presence of consider- 
able hydrogen in the original material. 

A wide variety of solvents has been tried on the benzene product, 
the results of which are summarized in Table III. No solubility has 
been observed except with strong organic bases such as ethanolamine 
and pyridine. Even with these, solution is never complete. When the 
soluble portion in pyridine or morpholine is run into a silica-impreg- 
nated paper from a capillary tube a radial chromatogram is obtained 
with several colored bands, indicating a mixture of several substances. 

* P. Kisliuk,® using gas (hydrogen) pressure increase as an indicator of polymer 
_production in an evacuated system, obtains polymer at a benzene concentration 


of about 4 ppm at 2.6 cycles per second, which is in general agreement with these 
conclusions, 
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TasBLe III — Errect ofr VARIOUS SOLVENTS ON THE 
BENZENE PRODUCT 








Solvent Action 





Aliphatic hydrocarbons (petroleum fractions) 

Cyclic hydrocarbons (toluene, xylene, cymene, tetra- 
lin, etc.) 

Chlorinated hydrocarbons — aliphatic and aromatic 

Alcohols — methyl to amyl 

Ethers — dimethyl, diethyl, dipropyl 

Ketones — dimethyl, diethyl, methyl butyl No Action 

Esters — ethyl acetate, methyl salicylate, amyl ace- 
tate, dibutylphthalate 

Acids — glacial acetic 

Aniline, dimethyl aniline, dodecylamine, alpha-methy]l- 
benzylamine 

Acetonitrile, dioxane, nitropropane, dihydropyran 

Furfuryl alcohol, dimethylformamide, dichloroiso- 
propyl! ether 








Sulphuric acid 75%, zine chloride (conc. aqueous) 
Sodium thiocyanate (conc. aqueous), sodium hydrox- | No Action 
ide, 20% 





Nitrobenzene, diethylene glycol monoethyl ether, | Slight swelling of par- 


ortho-cresol ticles under micro- 
scope 
Ethanolamine, isopropanolamine Largely soluble 
Pyridine, quinoline, butylamine Largely soluble 
Ethylene diamine, propylene diamine Partly soluble 
Morpholine Partly soluble 
Conc. sulphuric acid + chromic acid Slowly disperses and 


disappears with for- 
mation of COz bub- 


bles 
50% aqueous potassium hydroxide, triglycol, octoic | Product swells slightly 
acid, cresols; all in sealed tubes, heated to 200°C. out no evidence of 
solution 





The carbon-hydrogen atomic ratio was determined on two 500- 
microgram samples and found to be 1.36 and 1.18, giving an average of 
1.27. The spread between these results probably reflects some non- 
uniformity: in the sample material as well as the general difficulty of 
working with such small quantities. In any event, it is evident that, 
in the conversion from the benzene vapor to the brown deposit, much 
of the hydrogen is retained. 

P. Kisliuk,’ by measuring the pressure increase in a closed system 
containing benzene vapor and sliding palladium wires, has determined 
the hydrogen released during polymer formation. He concludes that 
the polymer retains approximately 65 per cent of the benzene hydrogen. 

An attempt was made to obtain an infrared spectrum of the benzene 
product. The small quantity available together with its insolubility 
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created difficulties, but there was evidence of aromatic rings, alkene 
and carbonyl groups linked together to form long chain molecules. 
Electron diffraction studies also indicate an amorphous material of 
high molecular weight. 

In reviewing these properties, one is inclined to regard the organic 
deposit as a complex mixture of high molecular weight, cross-linked 
materials. The infrared indication of carbonyl groups, the strong color 
of the deposit, and the fact that only basic solvents have any action on it, 
strongly suggest that, in the conversion from benzene vapor, oxygen 
has entered into combination. Perhaps cross-linkage is through oxygen- 
containing groups such as aldehyde or carboxyl, and, by attacking 
these, the basic solvents achieve splitting and solution. Since the de- 
posits resemble mixed polymers in their properties, it is proposed to 
term them ‘frictional polymers’’. . 


VIII. BENZENE FRICTIONAL POLYMER FORMED WTIH SLIDING SURFACES 
OTHER THAN PALLADIUM 


Various sliding surfaces in benzene vapor were substituted for pal- 
ladium in the 120-cycle device. Table IV presents the results. It is 
apparent that generation of the organic deposit is a phenomenon in 
which the platinum and palladium metals are especially active, although 
it is not exclusively confined to these. Molybdenum, tantalum and 
chromium, for example, give weighable quantities of deposit. On the 
other hand, alloys with only small percentages of platinum or palladium 
still produce the deposit, in reduced quantities. Silver on silver produces 
no detectable organic film, nor, curiously, is wear observed. Even when 
it is used against palladium the deposit is negligible, probably because 
of frictional transfer of silver to the palladium surface at the outset 
of the experiment. Gold produces a very small quantity of product, 
the nature of which appears to be identical with the deposit formed 
with palladium. 

If the catalytic properties of the platinum and palladium metals 
are important in production of the polymer, one might also expect 
nickel to be active. In air, the only frictional product is nickel oxide. 
To prevent oxidation, benzene-saturated hydrogen (which gives poly- 
mer with palladium) was used, but only wear was observed. 

When the slide is between quartz or glass and palladium, polymer 
is still produced (Fig. 13). Apparently metal-on-metal slide is not neces- 
sary. Although it may be argued that traces of palladium transfer to 
the quartz, no indication of this was obtained by microscopic or micro- 
chemical means. Attempts were made to use other non-metallic sliders 
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Taste ITV — Bevavior oF VARIOUS SLIDING SURFACES 
IN BENZENE VAPOR 


(4 & 108 Wipes, 170-Micron Stroke, 120 Cycles/Sec, 30-gm Force) 
(Except Where Otherwise Indicated, in Benzene-Saturated Air) 





Sliding System* 


Pt/Pt 

Pd/Pd 

Pd/Pd (Benzene-sat. H2) 

Ru/Ru 

Pt 6%, Au 69%, Ag 25%/Pd 

Pd 25%, Au 75%/same 

Ta/Ta 

Pd 60%, Cu 40% (‘‘unordered’’)/ 
same 

Quartz/Pd 

Au 91.7%, Ag 8.8%/Pd 

Rh/Rh 

Pd 60%, Cu 40% (‘‘ordered’’)/same 

Au 70%, Ag 30%/Pd 


Mo/Mo 
Cr/Cr 


Au/Pd 

Pd 5%, Au 95%/same 

Pt 6%, Au 69%, Ag 25%/same 
Pd/Quartz 

Au/Au 

Ag/Pd 

Ni/Ni 

Ni/Ni (Benzene-sat. He) 
Ag/Ag 

Cu/Cu (Benzene-sat. He) 
Quartz/Quartz 

Fe/Fe (Benzene-sat. H2) 
V/V 


W/W 
Zn/Zn (Benzene-sat. He) 


Weight of 
Frictional 
Product 
(Micro- 
grams) 


40 
38 
35 
22 
20 
15 
14 
13 


12+ 
12 
10 


1-38T 
None 
None 
None 
None 
None 
None 
None 
None 
None 





Description of Frictional Product 


Dark brown polymer, powder 
Dark brown polymer, powder 
Dark brown polymer, powder 
Dark brown polymer, powder 
Brown polymer, powder 
Dark brown polymer, powder 
Gray polymer, powder 

Dark brown polymer, powder 


Brown polymer, powder 

Brown polymer, powder 

Light brown polymer, powder 

Dark brown polymer, powder 

Dark brown polymer, smeary 
powder 

Light brown polymer, powder 

Mixed tan and light brown 
polymer 

Dark brown polymer, smear 

Brown polymer, powder . 

Brown polymer, powder 

Brown polymer, powder 

Dark brown, smeary polymer 

Dark brown, smeary polymer 

Yellow brown oxide 

Metallic wear products 

Little wear 

Some metallic wear 

Fine quartz wear powder 

Wear products 

Brown oxide 

Oxide formed 

Wear products 





* The first member of the pair is the slider. 


+ Estimated microscopically. 


such as nylon, Vinylite, and cellulose on palladium, but no polymer 


was obtained. 


IX. ATTEMPTS TO INHIBIT FRICTIONAL POLYMER FORMATION 


Again assuming catalysis is involved, it would be reasonable to expect 
that the alloying of small amounts of certain metals with the palladium 
might produce a poisoning effect and inhibit the generation of the poly- 
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mer. Alloys containing arsenic, lead, antimony, phosphorus, bismuth 
and mercury were tested, but none showed any useful reduction in 
the quantity of polymer produced (Table V). These tests were carried 
out in the 120-cycle machine, both in benzene-saturated air and in air 
saturated with ethylene glycol dibutyl ether vapor. The latter was used 
on the assumption that agents which fail to inhibit in benzene-saturated 
air might work at low vapor concentrations. Ethylene glycol dibutyl 
ether gives a vapor concentration of about 120 ppm at room temperature 
and yields about 14 micrograms of a dark brown powdery polymer with 
4 X 108 wipes (palladium on palladium). 

Polymer formation was completely prevented when an atmosphere of 
50 ppm of mercury was maintained in the chamber. However, under 
these conditions, the sliding surfaces contained a high concentration of 
mercury, which practically eliminated palladium in the frictional process. 

Pre-treatment of the palladium surfaces with various films was un- 
successful (Table V). This in not surprising, since most surface coatings 
such as sulphide or oxide would be worn through quickly by the sliding 
action. Benzoquinone and sulphur coatings were applied with the idea 
of saturating the air immediately around the wiped area with their 
vapors. Unsuccessful attempts were also made to prevent polymer 
formation by contaminating the palladium surfaces with lubricants 
such as silicone greases, petrolatum and graphite. 

A number of gases and vapors were also examined for possible in- 
hibiting effects. Such agents were chosen either for possible poisoning 
action on the palladium surfaces or blocking effect on the growth of 
the organic molecules to the polymer stage. 





Fig. 18 — Polymer formed on 120-cycle machine by palladium slider on fused 
quartz, with reflected light. (Magnified 50 times.) 
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Taste V —Arrempts To Inuipir FRICTIONAL 
POLYMER PRODUCTION 
(4 X 10° Wipes, 30-gm Force, 120 Cycles/Sec) 
A. By Alloying of Certain Metals With Palladium 


Polymer Yield, Air Saturated with: 
Palladium Alloyed with: 
(Both Sliding Members) 





Ethylene glycol dibutyl ether Benzene 
Unalloyed Palladium 14 micrograms 38 micrograms 
Lead 1% 
Lead 15% 
Antimony 1% 
Antimony 15% All yields were above | All yields were above 
Arsenic 1% 10 micrograms* 20 micrograms 


Phosphorus 0.8% 
Bismuth 4% 
Mercury 0.1% 





B. By Pre-treatment of Sliding Palladium Surfaces 


Polymer Yield in Air Saturated with: 
Pre-treatment 
Ethylene glycol dibutyl ether Benzene 


Untreated Palladium 14 micrograms 38 micrograms 

Electrolytic sulphiding + 
sulphur coating 

Benzoquinone deposited 
from 5% acetone solution|} All yields were above | All yields were above 

Oxidation of surfaces 10 micrograms* 20 micrograms 

Lubricant coating — graph- 
ite, silicone grease, petro- 
latum 








* If the yield was substantially that of the pure palladium run, judged visu- 
ally, it was not weighed, since then there was no significant inhibition. 


Table VI summarizes the results. The tests were run with four poly- 
mer forming vapors — benzene, tetrahydronaphthalene, triethylben- 
zene and ethylene glycol dibutyl ether — to provide a range of vapor 
concentrations. Aqueous ammonia, methyl alcohol and carbon tetra- 
chloride, all in high concentrations, displayed an inhibiting action when 
combined with the lower concentrations of polymer producing vapors; 
they also reduced the yield with benzene saturated air. These materials, 
which form no polymer by themselves, probably occupy portions of 
the palladium surface by virture of their high concentration and there- 
fore cannot be regarded as true catalyst poisons. 

Hydrogen, used as the carrier gas, showed some inhibiting action, 
but only on the low concentrations of polymer formers. This was some- 
what surprising in view of the known affinity of hydrogen for palladium. 
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TABLE VI — INHIBITION By INTRODUCTION OF CERTAIN VAPORS 





Polymer Yield (Micrograms) from Air Saturated with: 





Inhibiting Agent Ethylene glycol | Triethylben- Tetrahydro- 





: Benzene 
Ceiba | zoom | “Ropar | 12% 10 ppm 

None 14 31 32 38 
Water >10f >20 
1% Carbon monoxide >10 >20 
1% Nitric oxide >10 >20 >20 >20 
100 ppm Hydrogen sulphide >10 >20 
* Carbon disulphide >10 >20 
* Thiophene >10 >20 
* Triethylamine >10 | >20 
* Carbon tetrachloride Trace Trace Trace 11, 15 
* Methyl alcohol None Trace 11 
* Aqueous ammonia (conc.) None None Trace 7, 5 
Hydrogen, replacing air 7, 7 10 >20 >20 














* Capsules of inhibitor and polymer producing agent were exposed together 
in the closed chamber of the machine. 

t If the yield was substantially that of the run without inhibiting agents, 
judged visually, it was not weighed, since then there was no significant inhibition. 
All of the values were judged visually. 


X. FRICTIONAL POLYMER FROM VARIOUS ORGANIC MATERIALS 


Thus far, benzene has been used almost exclusively as the vapor 
source in the laboratory while the various physical factors were being 
studied. The investigation would be grossly incomplete, however, with- 
out attempts to establish the range of organic materials which produce 
the organic deposit and to observe how vapor composition affects its yield 
and properties. To this end, a variety of vapors were tested in the 120- 
cycle machine. In most cases, air was saturated with the vapor by the 
passing of fine bubbles through the liquid. Fixed gases were metered to 
give a concentration in air of several hundred parts per million. Occa- 
sionally it was more convenient, particularly when the material was a 
solid, to place it in a capsule inside the glass envelope. At the end of 
each run the friction product was weighed and examined chemically 
and microscopically. 

The wide range of organic compounds, many highly stable chemically, 
which produce a deposit is surprising. Except for a few simple materials 
such as methane and ethane and some of their derivatives, the only 
requirement seems to be that the substance have high enough vapor 
pressure to produce a concentration of 50 ppm or more. All of the prod- 
ucts are colored, ranging from light brown to almost black. They are 
usually powdery, amorphous materials, although exceptions do occur 
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TaBLE VII — FRictTrioNAL POLYMER FROM VARIOUS 
OrGANIc CoMPOUNDS* 


(Pd/Pd, 120 Cycles, 30-gm Load, 170-Micron Stroke, 4 X 10° Wipes) 








Group A — No Polymer Formed 














Methane ° Formaldehyde 
Ethane Saown to —60°C Carbon tetrachloride 
Propane Methylamine 
Methy! alcohol Ethylene diamine 








Group B — Trace to 5 Micrograms 











Propane (—60°C) Ethyl] aleohol 
Butane (down to —60°C) Ethyl chloride 
Ethylene Ethyl ether 





Group C — 5 to 19 Micrograms 








Pentane Propylamine 

Hexane Butylamine 

Propene Amylamine 

Butene Hexylamine 

Butadiene Triethylamine 
Propanol Pentadecafluorotriethylamine 
Butanol Butylchloride 

Pentanol Hexachlorbutadiene 
n-Hexanol n-Nitrobutane 
2-Hexanol Cyclohexanol 
Acetaldehyde Benzyl alcohol 
Propionaldehyde Aniline 

Acetone Hydroxybenzy] alcohol 
Methylethylketone Monochlorbenzene 
2-Butanone Thiophene 
2,5-Hexanedione Pyridine 

Acetonitrile Dioxane 

Butyronitrile Phenol 

Hexanenitrile Morpholine 
Hexachlorbenzene o-Cresol 


Group E — 20 to 40 Micrograms 











Acetylene Cyclohexane 
Benzene Crotonaldehyde 
Toluene Butyraldehyde 
Xylene Cyclohexanone 
Naphthalene 5-Hexen-2-one 
Cyclohexene Limonene 


Group F — Over 40 Micrograms 


Acrolein Styrene 
Acrylonitrile Benzaldehyde 





*The highest grade chemicals commercially available were used without 
further purification. 
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TasBLeE VIII — FRicrIoNAL POLYMER FROM STRAIGHT 


CuHatin COMPOUNDS 


(4 X 10° Slides, Pd/Pd, in Air Containing High Concentrations of 
Vapor; Yield in Moles 10-5 in Lower Right-hand Corner) 


(Yields for Propane and Butane Given at — 60°C and +20°C) 
































(+20)0 (+20) tr 
sarunares |p| tHe HHH 
HYDRO- 
CARBONS METHANE | ETHANE | PROPANE | BUTANE PENTANE HEXANE 
O ts) (-60)t (-60) 0.7 14 19 
saturated |} HOH | HoH |b 0H |-++$4-4-0H |++44-+4-4-041-++4-4+ 40H 
ALCOHOLS METHANOL| ETHANOL | PROPANOL | BUTANOL PENTANOL HEXANOL 
0 0.6 13 1.6 19 21 
SATURATED || P-NH2 | $$ NH2 | t-$-NHa] 4-4-4 NH2]-+-$-4-4-$ NH.) -4-4-$-+4 4 4-H 
AMINES METHYL- | ETHYL- PROPYL- BUTYL- PENTYL- | HEXYLAMINE 
AMINE 9] AMINE y,| AMINE ,,| AMINE , 5 AMINE , , ae 
SATURATED $0 +o +o +44 o 
ALDEHYDES |i MeTHANAL|ETHANAL | PROPANAL | BUTANAL 
0 18 2.0 27 
OLEFINS aa ts ana ane 
ETHYLENE | PROPYLENE | BUTYLENE HEXENE 
0.2 14 0.9 2 
OLEFIN feo | pe +bo 
ALDEHYDES ACROLEIN |CROTONALDE- 
to.0| HYDE 38 
-aS-— 
ACETYLENE 
ACETYLENE 
13.8 





in which smeary products or peculiar fibrous structures are produced. 
In the latter case, needle-like outgrowths are sometimes encountered 
which suggest the existence of some sort of molecular ordering. Examina- 
tion in polarized light, however, has never revealed any optical activity 
in these structures. Table VII lists all of the compounds studied, grouped 
on the basis of polymer yield in micrograms. 

Table VIII compares the polymer yield for a number of straight 
chain compounds ranging from C, to C.. The yield is reported in moles 
X 10-5 for better comparison of molecules transformed. The saturated 
hydrocarbons form an interesting series. Methane and ethane, boiling 
at —161° and —88°C, respectively, produce no deposit at temperatures 
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as low as —60°C. Propane (boiling point — 42°C) gives a trace of deposit 
at —60° but none at room temperature, while butane (b.p. + 1°C) 
yields a weighable deposit at —60° and a trace at room temperature. 
Pentane and hexane, both boiling above room temperature, give, 
respectively, 1.4 and 1.9 * 10-5 moles at room temperature. From this 
series it would appear that the deposit yield is influenced both by the 
length of the hydrocarbon chain and the difference between its boiling 
point and the machine’s operating temperature. The importance of 
this temperature differential would be understandable if it is assumed 
that the saturated hydrocarbons are held to the palladium only by rel- 
atively weak adsorptive forces. 

The dependence of the deposit on chain length is better demonstrated 
by the alcohol series, all of which boil above room temperature. There 
is a regularly increasing yield from ethanol to hexanol. Methanol, the 
single carbon member, gives no deposit. 

The introduction of carbonyl oxygen, especially in a terminal position 
on the molecule (aldehyde), gives a darker product and markedly in- 
creases the yield as well as its solubility. Ethanal, for example, gives 
three times as much product as ethanol, and the product is dispersible 
in aqueous ammonia, methanol, dimethylformamide and other solvents 
which have little effect on the deposits yielded by hydrocarbons or 
alcohols. The butanal product is fairly typical of the aldehydes. Under 
the microscope it disperses readily in a drop of 10 per cent aqueous 
ammonia, yielding a dark amber suspension which appears clear in 
direct transmitted light but scatters light in a Tyndall beam. When 
introduced into filter paper from a capillary, the suspensoid does not 
travel with the liquid front but separates as a ring between the point 
of entry of the solution and the wet boundary. The suspensoid may be 
precipitated from the ammonia by adding a crystal of sodium chloride 
or other salt. Thus, the butanal polymer suspension in ammonia behaves 
much as a typical colloid. This increased dispersability of the aldehyde 
and ketone products, particularly in aqueous ammonia, suggests that 
acidic oxygen groups may account for a considerable portion of the 
linkages. By attacking these polar links, basic solvents bring the material 
into colloidal dispersion. An infrared examination of the butanal product 
gave indication of both carbonyl and carboxyl groups. 

By way of contrast, deposits formed from unsaturated hydrocarbons 
are usually light colored and highly insoluble, even in powerful basic 
solvents such as ethanolamine. Here the cross-linkage is probably 
mostly through the double bond, with relatively little oxygen in the 
molecule. 
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The olefin hydrocarbons (containing the double carbon-carbon bond) 
show an increase in yield over the corresponding saturated members. 
With ethene, this increase is not spectacular, a barely weighable amount 
being obtained at —60°C and only a trace at room temperature. Al- 
though this gas is known to chemisorb on palladium,*® its low boiling 
point (—104°C) may operate against this sorption to reduce the yield. 
The increase is most marked for the C3 member, propene. Propane (b.p. 
— 42°C) and propene (b.p. — 47°C) have almost the same boiling points, 
so that this factor practically cancels out. However, propene yields 
1.4 X 10-> moles at room temperature while propane gives only a trace 
of polymer even at —60°C, clearly indicating the influence of the double 
bond. The difference becomes less pronounced when butane and butene, 
also having similar boiling points, are compared, and the difference is 
still less between hexane and hexene. Apparently, with the higher mem- 
bers, the effect of the longer chain is more important. 

When the molecule contains both the double carbon-carbon bond and 
the terminal carbonyl oxygen, especially when these are conjugated as 
in acrolein, the yields are among the highest observed. It is interesting 
that yield is reduced with crotonaldehyde, in which the carbonyl double 
bond and the olefin double bond are no longer conjugated. The products 
are dark and have solubilities similar to those of the saturated aldehydes. 
In addition, there is often a tendency toward a needle-like structure in 
the deposit around the slider. 

The nitrile group acts similarly to carbonyl oxygen to enhance the 
yield. Thus, methyl nitrile (acetonitrile) is one of the few methane 
derivatives which yield polymer, giving 2.4 X 10-5 moles. Acrylonitrile 
gives 13.2 X 10-> moles — even more than acrolein. 

Acetylene, containing the triple carbon-carbon bond, despite its low 
boiling point (—82°C) and simple structure gives the highest molar 
yield so far observed, even at room temperature. In this case it is probable 
that sorption on the palladium is so strong that the acetylene is held 
readily at a temperature 100° above its boiling point. The high chemical 
reactivity of this substance is well known. The deposits obtained are 
dark brown and highly insoluble. A C/H atomic ratio of 2.7 was ob- 
tained for the acetylene product. Evidently more hydrogen is lost in this 
conversion than in the case of benzene. 

The amine group (NH:2) appears to have a slight but definite depress- 
ing action on the polymer yield, especially on the longer chain members. 

Apparently hydrogen is not necessary to the production of the poly- 
mer. A completely chlorinated unsaturated compound, hexachlorbuta- 
diene, was run with a yield of 0.9 X 10-° moles, against 1.3 & 10-° for 
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butadiene. Triethylamine and its completely fluorinated derivative (pen- 
tadecafluorotriethylamine) were run, and about the same volume of de- 
posit was obtained in each case. Hexachlorbenzene also produces polymer. 

The yields of polymer obtained from compounds having a cyclic 
structure are generally higher than those from straight chain compounds 
having the same number of carbon atoms. Furthermore, the yields are 
little affected by the degree of saturation or by the presence of hydro- 
carbon side groups. Thus benzene, toluene, xylene, cyclohexane, cyclo- 
hexene, and styrene give practically the same molar yields. The intro- 
duction of aldehyde in the side group (benzaldehyde) does little here to 
raise the yield. Apparently the cyclic structure is the controlling factor. 
Table IX gives the yields for these compounds. 

In reviewing the behavior of the various vapors, it seems clear that 
factors in the molecular structure which promote polymerization reac- 
tions in the bulk material also tend to enhance the yield of frictional 
polymer. However, it is equally clear that many stable compounds which 
would not undergo polymerization, except possibly with extreme heat 
and pressure, readily undergo conversion to frictional polymer. In 
all cases where polymer was formed, the pronounced lubricating effect 
already described for benzene was observed. With vapors such as methyl] 
alcohol, carbon tetrachloride and ethylamine which formed no polymer, 
metallic wear was high, resulting in a deep pit in the plate. 

There has been some speculation as to whether polymer formation 
‘and activation of contacts may be related. Germer® obtained activation 
on all noble metals including gold and silver, but only with unsaturated 
cyclic vapors. Polymer is not formed on silver and only in traces on 
gold, but it is formed with all manner of vapors including saturated and 
unsaturated cyclic and straight chain compounds. It seems probable that 
initial adsorption of the vapor is common to both phenomena. From this 
point on, however, the events take different courses. 


TaBLE IX — Cycitic CoMPpouNDS — YIELD OF DEPposIT 
(Pd/Pd, 4 X 10° Wipes, 30-gm Force, 120 Cycles/Sec) 








Compound Yield in Moles X 1075 
Benzene 4.9 
Toluene 4.9 
p-Xylene 5.2 
Styrene 4.9 
Cyclohexane 5.1 
Cyclohexene 4.9 
Benzyl Alcohol 4.6 
Benzaldehyde 5.5 
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XI. FRICTIONAL POLYMERIZATION IN THE LIQUID PHASE 


In view of the conversion of organic vapors to complex solids on 
palladium friction surfaces, one naturally wonders what would happen 
if the sliding were to occur under an organic liquid. The friction devices 
described for vapor phase studies are not well suited to use under liquids, 
so another arrangement was devised, in which a palladium wire attached 
to a vibrating steel reed slides on a stationary wire at right angles to it. 
The stationary wire is mounted on a phosphor bronze spring which 
maintains the desired load between the sliding surfaces. The whole 
device fits into a small glass cylinder, with the wires immersed in about 
1 ce of the liquid under study. An electromagnet, positioned outside the 
tube, drives the steel reed at 120 cycles per second (Tig. 14). 

With a 300-micron amplitude under benzene, a copious quantity of 
brown, insoluble product was produced in four million wipes. This 
product was identical in all its observable properties to that formed in 
benzene vapor. Similar results were obtained under butyl alcohol, 
tetralin, limonene and a light petroleum fraction. The same high degree 
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Fig. 14 — Device for generating frictional polymer in liquids. 
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of lubrication was observed as when the vapors were used — far more 
than would be expected from the parent liquids. 

In all cases, the polymer was held tenaciously to the palladium wires, 
building up around the point of slide until the mass became great enough 
to jar off as a sizable flake. There was no indication of any soluble or 
colloidally dispersed product in the parent liquid. After a 20-hour run in 
redistilled benzene (16 X 10° wipes), the polymer was filtered out and 
the liquid was evaporated to recover any soluble matter. None was 
found. Another portion of the filtered benzene was examined in the 
infrared spectrograph, with negative results. From these observations, 
it would appear that the polymer grows to its ultimate insoluble form 
directly from adsorbed layers on the metal surface rather than through 
an intermediate soluble or dispersable stage. 

As in the case of their vapors, neither methyl alcohol nor carbon 
tetrachloride produced polymer. In both of these liquids, wear was 
marked. Since methyl alcohol showed some inhibiting tendencies in 
the vapor form, it was decided to test this action in the liquid phase, 
where the concentration ratios of polymer producer and inhibitor can be 
conveniently and precisely regulated. Mixtures of benzene and methyl 
alcohol were run, the benzene fraction being increased until polymer 
definitely formed. It was found that polymer was inhibited completely 
until a concentration of 95 per cent benzene was reached, confirming the 
indications obtained with the vapors. 

The study of frictional polymerization under liquids is in a preliminary 
stage at the time of writing. This approach appears to hold considerable 
promise. The precise control of concentration ratios, the use of reactants 
not available as vapors and the retention of all reaction products in a 
small volume of liquid are attractive features. This. device also permits 
studies requiring vacuum-tight, all-glass systems employing the friction 
mechanism. 


XII. FRICTIONAL POLYMER FROM ORGANIC STRUCTURAL MATERIALS 


Table X lists a number of tests made on piece parts and materials used 
in relays or associated with them in wired equipment units. For these 
tests, the 6-cycle cam-driven device was used and, because of the low 
yields of polymer frequently encountered, the number of wipes was 
raised to 14 X 10°. 

The parts or quantities of the bulk material, equivalent to five relays, 
were placed in the glass chamber of the friction device with the outlet 
and inlet tubes left open to simulate roughly the enclosure of a relay in 


770 THE BELL SYSTEM TECHNICAL JOURNAL, MAY 1958 


TABLE X — FRICTIONAL POLYMER FROM Vapors RELEASED 
BY ORGANIC STRUCTURAL MATERIALS 
(Pd/Pd, 6-Cycle Cam-Driven Device, 14 X 10° Wipes, 
170-Micron Stroke) 








Piece Part or Materia] Temp. °F Polymer Yield 











Micrograms 
Relay coil with cellulose acetate interleaving 125 34 
Relay coil with Mylar interleaving 125 Il 
Relay coil, wire only (enameled) 125 8 
Phenol fiber spoolheads (2C) 120 29 
Phenol fiber cards (#4) 120 22 
Phenol fiber cards (#4) after baking 110°C, 48 hrs. 120 <5 
Durez 265 molded relay structures 120 Trace 
*2 Phenolic resin molding compound 120 5 
Selectron terminal strip 80 None 
Lucite relay contact cover 80 19 
Cellulose acetate-butyrate contact cover 80 <5 
Neoprene grommets 80 <5 
“Scotch” electrical tape, white 80 <5 
Wire, cotton, acetate rayon, lacquer (insulation) 80 12 
Wire, polyvinyl chloride (Gnsulation) 80 22 
Foils 
Laminated Mylar (polyethylene terephthalate) 120 Trace 
Koppers polystyrene 80 8 
Tenite II, 217A 80 Trace 
Benzene saturated air (for comparison) 80 130 





an individual can cover. Where the material would normally be subject 
to heating by relay operation (coil materials, for example), the chamber 
was heated, with 120 to 125°F being chosen as an average operating 
temperature. 

These results indicate that, when heated, the cellulose acetate inter- 
leaving sheet and the phenol fiber spoolheads and cards yield the most 
polymer. The acetate material is plasticized with diethyl phthalate which 
distills out in noticeable quantities at 125°C.* When the acetate is 
replaced by Mylar the polymer yield is reduced to one third, most of 
which is accounted for by the wire enamel. Baking of the phenol fiber 
parts markedly reduces the subsequent release of polymer-forming 
vapors. 

Complete control of the polymer by selection and improvement of 
materials, however, does not offer any great promise because of the 
large variety of these materials used, not only in the relay but also in 
associated equipment enclosed with it. 


* Tt is interesting that L. H. Germer also has found that the plasticizer in the 
coil is the chief source of contact activation (private communication). 
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Attempts were made to adsorb the organic vapors on activated car- 
bon. In practice, the idea did not work out satisfactorily because of the 
difficulty of locating the adsorbent where it would take up the vapors 
before they reached the contact. This experience does not rule out the 
possibility, for special cases, of air being circulated through the adsorbent 
and blown against the contacts. 


XIII. THE PRACTICAL CONTROL OF POLYMER BY SELECTION OF CONTACT 
METAL 


By reference to Table IV it can be seen that, of all the metals that 
might be considered for use as relay contacts, gold and silver alone might 
be expected to be free of polymer difficulties. Silver is ruled out for 
speech transmission because of its tendency to form noise-producing 
sulphide films. Gold forms polymer, but in quantity so small that it 
does not interfere in ordinary telephone uses. Under heavy arcing, 
however, gold erodes badly; also, because of its softness, wear is a prob- 
lem. In addition, gold is relatively expensive. In all of these respects, 
except for polymer formation, palladium is an excellent contact metal. 

Fortunately, a way out of these difficulties was found by combining 
gold and palladium structurally so as to obtain the advantages of both 
metals.* The resulting general purpose contact consists of a 1-mil over- 
lay of gold, containing 8 per cent silver, on a 9-mil palladium base. The 
silver imparts sufficient hardness to the gold to meet the wear require- 
ments. The gold prevents troublesome quantities of polymer from form- 
ing when the contacts break little or no current (see Fig. 15). When 
heavy currents are broken the thin layer of gold will be lost, exposing 
the erosion-resistant palladium, but build-up of polymer is prevented 
by the are. Cost is only slightly increased because only a thin cap of 
gold is used. 

Laboratory and field trials of these gold overlay contacts have proved 
their superiority in all environments. These trials are discussed in detail 
in the associated paper by Keefer and Gumley.? 


XIV. GENERAL DISCUSSION 


The cumulative conversion of traces of organic vapors to a visible 
complex solid when certain metals slide on one another is a startling 
effect. It seems unlikely that it would have been anticipated from our 
present knowledge of the physics and chemistry of surfaces, and it has 
been the primary purpose of this paper to report what is currently 
known of the phenomenon. 

Experimental clarification of the mechanism of the frictional poly- 
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Fig. 15 — Replica of a gold contact operated 10° times in the vapors of the or- 
ganic structural relay parts, showing the small quantity of organic deposit. (Mag- 
nified 75 times.) 


merization has progressed slowly because of many practical difficulties, 
not the least of which is the necessity of working on a micro-scale with 
products not easily characterized chemically. In the absence of an 
established mechanism, one is left to speculate. Several views have been 
proposed, none of which is completely without objection. At this point, 
it might be well to review the observations which need to be explained 
by any proposed mechanism. 

1. When certain metals, notably palladium, are subjected to sliding 
friction in organic vapors or liquids these are rearranged to form amor- 
phous, colored solids of high molecular weight at the point of slide. 
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2. This effect is highly sensitive, requiring only trace concentrations 
of vapors to produce visible quantities of the product. . 

3. The process is highly efficient, calculations having shown that a 
monolayer of benzene is converted to the solid product on each pal- 
ladium surface for each wipe. 

4, The conversion occurs with almost every class of organic compound, 
including many highly stable materials. The presence of hydrogen is not 
essential; completely halogenated compounds also give a solid product. 

5. While the platinum group metals are most active, the effect is not 
confined to these alone. Molybdenum, tantalum, chromium and gold, 
for example, also produce solid products. Furthermore, only one of the 
sliding surfaces need be an active metal. Thus, conversion is obtained 
when palladium slides on quartz or glass. 

6. In all cases, formation of the solid product is accompanied by 
remarkably effective lubrication. 

7. Efforts to inhibit the process by typical catalyst ‘“poisoners” such 
as carbon monoxide or metallic additions have been unsuccessful. 
Agents such as benzoquinone and nitric oxide also were without effect. 
Ammonia, methyl alcohol and carbon tetrachloride in high concentra- 
tions prevent or reduce polymer formation by active vapors. However, 
this suppression of polymer production may simply be the result of 
monopolizing most of the palladium surface by these strongly adsorbed 
but non-polymer-producing vapors. 

8. Lowering of the temperature has not reduced the yield of polymer 
in the limited number of cases’ so studied. On the contrary, in a few 
instances the yield was increased. 

Perhaps the simplest explanation would assume the original molecules 
to be so strongly sorbed on the metal surface that their structures are 
put under strain and they are rendered highly reactive. These active 
molecules then combine among themselves, possibly with simultaneous 
splitting off of hydrogen or simple hydrocarbons, to produce complex 
molecular structures. A very thin layer of high molecular weight ma- 
terial thus would coat the surface of any active metal so exposed, the 
reaction coming to a standstill when the active metal surface was com- 
pletely covered. The role of sliding friction in this process would be 
merely to wipe away the reacted product, thus promoting a continuous — 
conversion to polymer at the area of slide. The product wiped away would 
accumulate at the periphery of the slide area. 

This explanation receives some support from studies of the sorption 
of simple aliphatic and olefinic hydrocarbons on palladium and other 
metals, in which it has been shown that new compounds are formed. 
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Typical is the study of chemisorption of ethene on palladium (unpub- 
lished work, S. J. Stephens) in which ethane and butane are formed as 
reaction products. On the other hand, there is no direct evidence to date 
that such surface reactions have produced the complex, high molecular 
weight solids encountered as the frictional polymer. Also, where suffi- 
cient concentrations of vapor exists, lowering of the temperature has 
in no case reduced the yield of polymer. To the contrary, certain low- 
boiling hydrocarbons produce polymer at —60°C but not at room 
temperature. This negative temperature effect would not be anticipated 
if chemisorption were a controlling factor. 

If the postulated invisible layer of polymer formed directly on the metal 
surface could be removed without use of friction, the argument for this 
mechanism would be well established. One attempt was made by the 
authors, in which a palladium surface under benzene was exposed to 
supersonic radiation. It was hoped that any polymer film present would 
be continuously stripped off in this way. Although cavitation was evi- 
dent at the palladium surface, no polymer appeared in the benzene, 
infrared examination of which showed no change. 

The failure to prevent production of the deposits by recognized cata- 
lyst poisons would also seem to argue against the mechanism of direct 
polymerization. 

Another objection to this explanation is the assumption that the 
wiping action re-exposes the catalytically active metal surface. If this is 
so, one should expect considerable wear to attend the production of the 
polymer. However, it should be recalled that a high degree of lubrication 
is one of the most striking and consistent effects associated with its 
production. It seems quite probable that a large part of the slide is not 
that of metal on metal, but that a film of some sort is interposed. Never- 
theless, calculations have shown that about a monolayer of benzene is 
transformed to polymer per wipe on each surface. It would be difficult 
to reconcile this high efficiency of polymer production with the high 
efficiency of lubrication if metal-to-metal wipe were a necessary condi- 
tion. 

This objection might be met by assuming slide to take place princi- 
pally between chemisorbed “‘primary” organic layers, through which 
the influence of the active metal is still exerted on superimposed layers. 
On wiping, shear might then take place at or near the primary layer, 
leaving it intact but highly reactive chemically. In such a mechanism, 
the role of friction becomes more important. This suggests the possibility 
that part of the work of sliding friction may go into raising the chemical 
activity of the adsorbed organic layers, with resulting formation of the 
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high molecular weight products. Such an explanation would admittedly 
lack the simplicity of the direct polymerization idea, since it would 
involve two or more steps. Certainly the sorption of the organic molecules 
on specific metal surfaces would be the first step. Work then performed 
on these layers by friction would convert the sorbed layers to polymer 
in one or more additional steps. 

Just how frictional work would bring about polymerization is a highly 
speculative question. While friction is a well known phenomenon from 
an engineering standpoint, the changes taking place on a molecular 
scale when one surface slides over another are certainly not fully under- 
stood. 

Where friction is involved, one immediately thinks of heat and, in 
the present case, of the possibility that temperatures might be reached 
at which organic molecules would be broken down into active fragments 
with ultimate recombination into more complex structures. However, 
the slide velocities at which polymer forms are such that the tempera- 
ture rise for the clean metals would be less than 50°C on the basis of 
Bowden’s measurements,’ and, in this case, the temperature would be 
even lower because of the lubricating effect of the polymer. A run was 
made on the cam-driven machine using benzene-saturated air for 4 X 
10° wipes at 22 wipes per minute. This corresponds to a slide velocity of 
only 0.006 em/sec. A full yield of polymer (> 40 micrograms) was 
obtained, giving further evidence that frictional heat is not necessary. 
Already mentioned are the polymer yields obtained at —60°C. Experi- 
ments were also performed in which the operating temperature of the 
machine was raised to 150°C with no effect on the yield of the benzene 
polymer. Unsuccessful attempts were also made to form similar polymers 
without friction on platinum and palladium surfaces subject to cycles 
of heating and cooling. Thus it does not appear that frictional heat, at 
least as we understand it, produces the polymer. . 

The action of sliding one metal surface over another is usually thought 
of in terms of gross mechanical effects, such as seizure and galling, which 
of course are very important in lubrication engineering. These effects 
are believed to be the cumulative result of shear motion and the strong 
molecular attractions which occur when the surface structures are forced 
into sufficiently intimate contact. When chemisorbed organic films 
cover the sliding metal surfaces it seems quite possible that the inter- 
play of attractive forces with straining and deformation of the molecules 
may supply the activation energies necessary to bring about drastic 
chemical rearrangement. Such a mechanism would place emphasis on 
sliding friction as the primary source of the polymerization, although 
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strong bonding of the organic molecules to the metal surface would be a 
requisite. Associated with this “frictional working” of the adsorbed 
layer would probably be a profound disturbance of the valence electrons. 
The possibility of free radicals existing in the friction product was sug- 
gested by D. Tabor® and was experimentally explored by the writers. 
The deposit generated from benzene vapor on palladium surfaces was 
allowed to fall into a capsule containing acrylonitrile, through which a 
Tyndall beam was passed. It was assumed that any free radicals in the 
deposit would initiate mass polymerization in the acrylonitrile with the 
development of increasing turbidity. This failed to occur. Liquid acrylo- 
nitrile was also subjected to palladium-to-palladium slide in the “‘cap- 
sule” device already described. There was no evidence of any poly- 
merization beyond the actual friction area. These experiments do not 
rule out the possibility that something akin to free radicals may exist in 
a “captive state” on the metal surfaces, held there by adsorptive forces. 
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Relay Contact Behavior Under 
Non-Eroding Circuit 
Conditions 


By H. J. KEEFER and R. H. GUMLEY 
(Manuscript received July 3, 1957) 


When palladium or platinum-family metal contacts are operated in an 
environment which includes organic vapors, the performance of the con- 
tacts may be seriously degraded. If the contacts open and close currents, the 
contact erosion may be increased enormously. On the other hand, if the 
contacts merely prepare the circuit and do not directly open or close the 
current flow, no erosion will take place. The contacts may then fail to con- 
duct the circuit current satisfactorily, because of the formation of an insulat- 
ing polymer-like film. This latter type of failure has been the subject of 
extensive studies at Bell Telephone Laboratories for the past several years 
and is the subject of this article. These studies have yielded a new under- 
standing of the contact problem and resulted in certain changes in relay 
contacts to improve their performance under service conditions. 


I. HISTORICAL 


The effect of organic vapors in degrading the performance of platinum 
metal relay contacts has long been recognized. In a paper published in 
1927 by E. A. Watson,! it was shown that carbon readily deposits as a 
closely adherent film on the contact surfaces, increasing the tendency of 
the contacts to are and greatly accelerating the electrical erosion. An 
early investigation into the effect of organic vapors in enhancing con- 
tact erosion is described by A. Brooks in a discussion of a paper by J. C. 
Chaston.? 

Prior to the introduction of the No. 1 crossbar system in the late 
1930’s, the effect of organic vapors on relay contacts was not of great 
concern in Bell System equipments. Dust was considered to be the main 
cause of contact failure, the requirements for contact reliability were 
not as exacting and automatic means for detection of contact failure 
were not as commonly employed. Except for some unusual effects that 
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occurred at the time some laboratory rooms were painted, the effect of 
organic vapors on relay contacts attracted little interest. 

Toward the end of the 1930’s, the No. 1 crossbar local switching sys- 
tem was developed. This system and all subsequent crossbar systems 
were of the common control type, using markers that put increasing 
demands on the operating speed, life and reliability of the relays. The 
relay contacts had to operate faster and more often, switch larger cur- 
rents and last longer. With the No. 1 crossbar system came the U-type 
relay using cellulose-acetate-filled coils that increased the quantity of 
organic vapors. However, the effect of these vapors on the contact 
performance was not immediately apparent. 

In 1943, an attempt was made in the Switching Systems laboratory to 
increase contact reliability of U-type relays by enclosing the relays in 
sealed containers for dust exclusion. It was found, however, that the 
erosion of the relay contacts was increased 20 times or more, because of 
the increased concentration of organic vapors. A series of tests was 
initiated to explore this effect, and a summary of some of the effects has 
been published.? Simultaneously and independently, the Telegraph 
Development Department laboratory was finding that new organic 
materials incorporated into the 255-type telegraph relay had greatly 
accelerated the erosion of the relay contacts. In 1948, contact erosion 
tests on the prototype of the wire-spring relay indicated the need for a 
contact cover that did not enclose the coil. This contact cover is a fea- 
ture of all wire-spring relays now used in switching systems. Since the 
war, the effect of organic vapors in accelerating contact erosion has been 
intensively studied by L. H. Germer and his associates at the Labora- 
tories.4 

During this time, it was known that the deposits from the organic 
vapors could cause some contact resistance, but this was considered to 
be a much less serious fault than the erosion effect. In 1948, an analysis 
by means of the replica technique® of failing contacts in service, dis- 
closed that a polymer-like* type of deposit was formed on palladium 
contacts, particularly on those contacts that were not subject to electri- 
cal erosion. A replica taken from an AF relay contact showing the poly- 
mer formation is illustrated in Fig. 1. The highly insulating: properties 
of this material indicated a previously unknown cause of contact failure, 
but the importance of the discovery could not be estimated until large- 
~* The mechanism of generation of this insulating material is not completely 
understood. For the purposes of this paper it is necessary to distinguish between 
this insulating material and other organic deposits such as the carbonaceous de- 
posits that result when contacts arc in the presence of organic vapors. Since this 


insulating material has many of the attributes of a polymer it will be referred to 
“as such, 


RELAY CONTACT BEHAVIOR 779 





Fig. 1 — Replica of an AF relay twin palladium contact, showing polymer 
formation at the contact area. (Magnification 40 times.) 


scale relay operating tests were made. Nevertheless, an investigation 
into the physics and chemistry of this organic deposit was immediately 
started. Results are contained in a companion article.® 

In 1951, tests were made in the laboratory on a large number of U- 
type relays in various types of dust enclosures. Results showed that the 
failures caused by polymer were more numerous than the dust failures.’ 
Nevertheless, it was felt that the U-type relay had fairly good contact 
reliability in telephone service and, since dust appeared to be the main 
trouble under service conditions, no change involving increased costs 
could be justified to reduce the polymer contamination of the contacts. 

In 1951, it was found that certain contacts carrying talking currents 
had become microphonic and under some conditions noisy in service. 
Investigation showed the noise to be due to polymer and carbonaceous 
deposits on the contacts which, when vibrated by the operation of ad- 
jacent relays, generated the noise. 

In 1958, large-scale contact-reliability tests on pre-production wire- 
spring relays were started. In these tests, the wire-spring relay was 
found to have a higher failure rate from polymer contamination than 
did the U-type relay. To avoid risk of potential service difficulties, a 
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1-mil 22-karat gold overlay was specified over the 9-mil palladium con- 
tacts on wire-spring relays, because only a trace of the polymer forms on 
gold. For economy, the standard wire-spring relay design uses the gold 
overlay only on the moving contacts. Laboratory tests have shown that 
this compromise is satisfactory and that the relay, so equipped, will 
outperform the U-type relay equipped with palladium contacts, from an 
open-contact standpoint. 

In 1955, open-contact failures were experienced in service with pal- 
ladium contacts of digit-absorbing selectors of the step-by-step system. 
These failures were particularly serious, since they were of the type that 
deny service to the customer. The contacts were changed to Western 
Electric No. 1 metal,* since this contact metal was known to give sub- 
stantially improved performance and could be made available quickly. 
No further difficulty has been experienced from these contacts. 

The laboratory studies to date have indicated that gold, silver or 
their alloys are the best solution to the polymer problem. The use of an 
alloy of high gold content is preferred because of the undesirable sulphid- 
ing characteristics of silver. The gold overlay used on the wire-spring 
relays is 22-karat gold, the 8 per cent silver content being solely for 
hardening purposes. The gold-overlay-on-palladium contact is preferred 
to a solid gold-alloy contact such as Western Electric No. 1 metal for 
general use on relays because No. 1 metal is not as good from an erosion 
standpoint and is more costly than palladium. 

Polymer failures are not likely to occur on contacts which erode, 
since the arcing burns away the polymer. However, the gold overlay is 
applied to all wire-spring relays because it is impractical to know in 
advance the use to which the contacts of each relay code will be put. 
About 75 per cent of all contacts in switching systems do not erode, and 
these contacts will benefit by the gold overlay, which need only be thick 
enough to provide for the expected mechanical wear. The other 25 per 
cent of the contacts will erode and, for these, the gold serves no useful 
purpose. These latter contacts will erode the 1-mil overlay of gold fairly 
quickly and then obtain their needed erosion life from the underlying 
9-mil-thick palladium metal. 


II. GENERAL THEORY 


When palladium or platinum-family metal contacts are operated in 
an environment containing organic vapors, a polymer-like substance is 
formed on the contact surfaces. The polymer forms only on operating, 


* An alloy of 69 per cent gold, 25 per cent silver, 6 per cent platinum by weight. 
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sliding or vibrating contacts. The polymer generation does not depend 
on the contact current, since it is also produced on unwired contacts. A 
detailed physicochemical description of the polymer generation and 
properties is contained in a companion article.® 

The polymer accumulates in compacted clumps around the actual con- 
tact area or in dust on the sides of the contacts. Enough will be gener- 
ated in 1000 operations of a relay contact to be visible under a micro- 
scope. In 100,000 operations, the material is easily visible with a 
10-power glass. After several hundred thousand operations, the compac- 
tions are large enough to cause contact failure in 50-volt circuits by 
dusting off and falling into the contacting area. After possibly a half 
million operations, the polymer dusts away from the contacts at the same 
rate as it is produced, so that the contact failures then result at a max- 
imum rate. Failures from polymer may also occur because of a shift 
in the actual contact area caused by a slight change in the contact 
spring position or a wearing down of a minute metallic roughness in the 
contact surface. The many factors that affect the failure rate are out- 
lined in Section IV. 

The effect of the polymer on actual operating relay contacts has 
been studied intensively only in 50-volt circuits, since this voltage is 
most commonly used in telephone switching practice. In such circuits, a 
contact, having failed, will clear itself, on the average, in about five 
relay operations. Thereafter, its probability of failure is not much greater 
than that of other contacts in the same test. This low “‘persistency”’ of 
failure is characteristic of the polymer, whereas fibrous dust failures tend 
to be much more persistent. Although lower circuit voltages have not 
been fully explored, it is expected that the failure rates and the per- 
sistency of failure will increase as the voltage is decreased. 

The polymer is a good insulator and has the characteristics described 
by Holm’ for thick highly insulating films. When voltages below the 
dielectric breakdown value are applied, the resistance of the film is many 
megohms and the currents are zero or a few microamperes. If the voltage 
is raised sufficiently, dielectric breakdown occurs, followed by the for- 
mation of a metallic filament pulled out of the contact surfaces (coherer 
effect), and the contact voltage then drops to a value corresponding to 
the melting-point voltage of palladium, about 0.5 volt. The voltage 
required to produce such breakdown through the polymer particles has 
been found to be as high as 270 volts. 

Often the polymer is mixed with carbonization or erosion products 
which lower the film resistance. The polymer film may be carbonized by 
electrical arcing even on “‘non-eroding”’ contacts since the circuit voltage, 
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when applied to the insulating film, may arc through the film, thereby 
decomposing it by heat. Also, erosion products form when the relays 
are operated under conditions of low vapor concentrations and high 
pulsing rates. The resulting effect is the same as for lightly arcing con- 
tacts, in that film resistances of a few ohms are commonly found and 
high resistances are less frequently obtained. 

When the organic deposit is highly carbonized, the contact resistance 
is usually low and the current is proportional to the voltage. However, 
if the current is raised sufficiently, thermal breakdown will occur, with 
an abrupt drop in resistance to a new lower value. The process can be 
repeated until the melting-point voltage is reached. 


Il, FAILURE RATES AND UNITS 


A 10,000-line No. 5 crossbar central office handles about 50,000 calls 
per day. Each call requires the operation of about 1000 relays, each 
relay having an average of seven contacts. Consequently, such a central 
office has about 100 X 10° relay contact operations in one year. 

Maintenance data indicate that such an office, using U-type relays, 
has about 100 ‘‘found” open contacts per year, or, using the above 
’ contact operations, about one found open contact per 10° contact 
operations. It is estimated that there are at least 12 times as many 
failures as this, but these other failures are not persistent enough to be 
found by the maintenance forces and appear only as transient failures. 

The laboratory tests to be described are more efficient at locating 
troubles than are central office trouble detecting routines. It is estimated 
that half of the indicated troubles in these laboratory tests are found. 
Consequently, in these laboratory tests a found trouble rate of about 
six opens per 10° operations would be equivalent to central office ex- 
perience, but failure rates much higher than this would be a cause for 
concern. , 

In the tests to be described, the failure rates are listed on the basis of 
“opens per 10° contact operations”. Since each test usually involves 
several hundred contacts operating several million times each, it would 
be more descriptive to use “opens per thousand contacts per million 
operations” as a unit. However, the simpler unit is used for brevity. 

In all cases, only the initial failure of a given contact in a series of 
consecutive contact failures is counted in the failure rate. The successive 
failures that occur after an initial failure and until the contact clears 
itself are counted as the “persistency” of failure. The total failures are 
therefore the failure rate times the average persistency. 
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IV. FACTORS AFFECTING CONTACT PERFORMANCE 


The factors that affect or determine the contact performance of any 
pair of relay contacts can be classified into four categories: (1) the con- 
tacts, (2) the environment, (3) the dynamics of the contacts and (4) 
the circuit connected to the contacts. 

Insofar as the contacts themselves are concerned, it is necessary to 
consider their size, shape, alignment, smoothness, hardness and compo- 
sition, as well as the presence of any erosion products, films or particu- 
late matter on the contact surfaces. The contact environment includes 
the atmosphere, which may be dusty, and any additional vapor or gas, 
including humidity, that would form films or deposit other foreign 
material on the contact surfaces. The contact dynamics include the 
velocity, impact, slide, chatter, force and rate of operation of the con- 
tacts. The circuit conditions involve the voltage, current, load inductance 
and load capacitance and wire capacitance, and whether the contacts 
close and open with current flowing. 

The effect of many of these variables on contact performance in the 
presence of organic vapors will be described in later sections. 


V. METHODS OF TESTING 


Many of the variables listed above were explored by direct contact- 
reliability tests on actual relays. Three types of test setups were used. 
For convenience, these are called the Open Contact Test Machine 
(octm), the Open Contact Test Unit (ocru) and the Open Contact Test 
T'rame (octF). The ocr is used for exploratory tests of several months’ 
duration. Single contacts are used to increase the failure rate and only 
ohe parameter is varied in each test of 90 contacts. About 40 such tests 
have been made. The octr was used for a direct comparison test of 
several years’ duration. A total of 2000 single and twin contacts on four 
different relay types were tested simultaneously under a fixed set of 
circuit and environmental conditions. The ocru simulates actual field 
conditions and is operated for a one-year period, using 540 twin contacts 
under the equipment conditions used in the telephone plant. Ten such 
tests have been made. Simplified schematics of the ocrm and ocTu are 
shown in the Appendix (Figs. 18 and 19). 

In these tests, the contacts are generally operated and released without 
contact current so that no contact erosion occurs. However, in some 
tests the test contacts are allowed to charge the wire capacitance of the 
succeeding contacts in the series contact chains. This type of contact 
closure is referred to as ‘‘cable charge.” The tests in which cable charging 
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Fig. 2(b) — Close-up of nine test relays and associated streamlining cylinders 
which are mounted in the upper turret of the ocrm. The streamlining cylinders 
were removed and a blank plate substituted for these sealed-chamber tests. 


by the test contacts is not permitted are referred to as “‘no cable charge.” 
The test sequence is generally as follows: (1) the test relays are operated, 
(2) a 50-volt checking circuit is applied through the contacts arranged in 
series chains, (3) the checking circuit is removed, (4) the relays are 
released, (5) the cycle is repeated. The cycle is controlled by a mechani- 
cal interrupter. If a contact fails, the circuit stops in the failed position 
until this failure is located, and the circuit is released by the attendant. 
Unless otherwise indicated, each test is started with new relays and the 
contacts are replica-cleaned to insure freedom from initial contamination. 

The Open Contact Test Machine (ocrm), Fig. 2, consists of 90 nor- 
mally-open test contacts arranged in series chains of ten contacts per 
chain. These test contacts are on nine relays that are housed in the 
upper turret of the test machine. The circuit operation is arranged to 
stop and hold in the failed position when a contact or series chain of ten 
contacts produces a resistance greater than 1000 ohms. The checking 
circuit placed across the series chain of test contacts provides approxi- 
mately 0.020 amperes at 50 volts. The time the checking circuit remains 
across the contacts can be varied from 30 to 125 milliseconds. 

The ocrm was originally designed with the objective of using it as a 
dust meter to measure the effect of dust in causing opens on relay con- 
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tacts. Dusty air can be drawn downward through the streamlining 
cylinders past the relay contacts while the relays are being operated. 
For testing organic deposit contamination, the streamlining cylinders 
are removed and the upper surface is sealed with a tight-fitting plate to 
obtain a sealed chamber. 

The 90 contacts on the nine test relays are wired individually to 90 
jacks located on the lower front of the test machine. If a contact fails to 
close, the machine stops and the failure is indicated by an alarm. An 
attendant then applies a shunt counting circuit across the failing contact 
to allow the operation to proceed. The counting circuit counts the 
number of consecutive contact failures, as a measure of the failure per- 
sistency. When the contact open is cleared by these operations, the 
shunt circuit is disconnected automatically. 

The usual rate of operation with the ocr is at one operation per 
second. Prior to the start of a new test, the relays are carefully cleaned 
of dust and fibers by vacuum cleaning and the contacts are cleaned by 
the replica method. Furthermore, the chamber is never opened once the 
test 1s started and the contact troubles are cleared only by the successive 
operations of the contacts themselves. 

The Open Contact Test Unit (ocru), Fig. 3, consists of 90 test relays, 
each having three make and three break contacts arranged in series 
chains of 30 contacts per chain. The relays are enclosed in the covers 
which are standard for the system in which the relays are used. Thus, 
in testing wire-spring relays, no frame covers are used, but each relay 
has its own molded-plastic contact cover. The circuit operation is ar- 
ranged to stop and hold in the failed position when a contact or series 
chain of 30 contacts produces a resistance greater than 1000 ohms. The 
checking circuit, placed across the series chain of test contacts for 30 
milliseconds, consists of approximately 0.080 ampere at 50 volts. 

If a contact fails to close, the test stops and the failure is indicated 
by an alarm. An attendant then locates the failing contact by use of an 
ohmmeter. Failing contacts are cleaned by the replica method. Failure 
persistency data are, therefore, not obtained in the ocrv. 

The usual method of testing with the ocrv is testing of twin contacts 
at 0.1, 1.0, and 10 operations per second. Prior to the start of a new 
test all contacts are cleaned by vacuuming and then by the replica 
method. 

The Open Contact Test Frame (ocrr), Fig. 4, consists of 200 test 
relays, each having five make and five break contacts arranged in series 
chains of ten contacts. The ocTF is made up of two bays, one housing 
the relays under test, the other housing both the control relays and the 
jack field used to obtain access to the failing contact. The test bay is 
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Fig. 3 — Open Contact Test Unit (ocru) simulates actual field conditions in 
that twin contacts are operated under equipment conditions used in the telephone 
plant. Tests are usually operated for more than a year, with contact parameters 
indicated by exploratory tests in the ocTm’s. 


sealed and gasketed, with the relays molded into the mounting plates 
to preserve a dust-tight enclosure. Controlled dusty or filtered air can 
be admitted by means of blowers and ducts, but this facility was not 
used in these tests. Four types of general purpose relays, two U-type 
designs (U and UB) and two wire-spring designs (AI’, and M24*), were 
tested simultaneously, using both single and twin palladium contacts. 
The circuit operation is similar to that of the ocru. However, the loca- 
tion and clearing of a failing contact is like that of the ocrm, where 
failure persistency is obtained. One test was made which included 29 
months of operation and the testing of a total of 2000 contacts. 


VI. TEST RESULTS 


The tests to be described were mainly exploratory in nature, and were 
designed to indicate trends rather than absolute values. As might be 
expected in making open-contact failure comparisons, the variability of 


* An early wire-spring relay design that was not used in final production. 








Fig. 4— Open Contact Test Frame (octr) was used for a direct comparison 
test of several years’ duration. Single and twin contacts on four different relay 
ny Dee were tested simultaneously under a fixed set of circuit and environmental 
conditions. 
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the data is large, so that differences in performance of less than 2:1 may 
not be significant. 


6.1 Lffect of Kind of Contact Metal 


Palladium contacts are relatively poor performers when subjected 
to polymer contamination by organic vapors. On the other hand, gold, 
silver and gold-silver alloys are relatively trouble-free from a polymer 
standpoint. In one series of tests, these contact metals were tested in 
the form of heavy-size single contacts on U-type relays in the oct 
units. The alloys used were No. 1 metal (69 Au, 25 Ag, 6 Pt), No. 3 
metal (70 Au, 30 Ag), 22-karat gold (92 Au, 8 Ag), and R156 metal 
(60 Pd, 40 Ag). The results of these tests are shown in Table I. 


TABLE I — FarturRE Rates wits CERTAIN Contact METALS 
SINGLE Contacts ON U Re.ays 




















Cable Relay Operations to| Opens/109 Average 
Contact Metal Charging on Operations | First Open in Contact Persistenc 
osure in Millions Millions Operations y 

R156/R156 Yes 1.82 0.07 565 3 
Pd/Pd Yes 2.50 0.31 218 6 
No. 1/No. 1 Yes 10.00 0.79 15 2 
Pd/Ag No 1.83 1.03 6 2 
No. 3/No. 3 Yes 10.55 — 0 — 
22K Au/22K Au Yes 10.00 — 0 — 

















A similar series of tests was run on AF-type (wire-spring) relays. In 
this series of tests, the gold-silver alloys were mostly overlays on pal- 
ladium. Also tested were certain combinations of these gold-silver al- 
loys mating with palladium contacts. The results of these tests are 
shown in Table IT. 

The large improvement obtained with palladium mating with 22- 


TasBLe II — Farture Rates with CERTAIN Contact METALS 
SINGLE Contacts on AI? RELAYS 











Cable Relay | | Operations to Opens/109 Average 
Contact Metal | Chafging on | Operations in| Fur Open in | Contact | | peattency 
Pd/Pd Yes 1.55 0.10 4250 4 
Pd/No. 1 Yes 0.78 0.51 358 16 
Pd/22K Au No 6.23 1.45 271 15 
Pd/No. 3 Yes 0.78 0.39 32 10 
No. 1/No. 1 Yes 5.08 2.32 4. 2 
No. 3/No. 3 Yes 10.00 9.30 1 5 
22K Au/22K Au No 3.00 —_— 0 — 
Ag/Ag Yes 7.28 _ 0 — 
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karat gold indicated that this combination might perform very well as 
twin contacts. This is the combination that was finally used on wire- 
spring relays. The final test using twin contacts is described in a later 
section. 


6.2 Effect of Contact Shape 


A series of tests was made of various shapes of palladium contacts on 
U-type relays to investigate the possibility of obtaining improved per- 
formance over the performance of the present heavy palladium (large- 
area) contacts. It was found that no worthwhile reduction in polymer 
failures could be obtained by changing the contact shape. 

These tests were conducted in the octm units. The contact shapes 
tried, some in combinations, are shown in Fig. 5. In all cases, the mating 
contacts were assembled on the springs so as to form crossed-bar con- 
tacts. 

The results of these tests, all with palladium contacts, are summarized 
in Table III. 

It is evident that the contact shape that tends to produce the maxi- 
mum contacting area produces the smallest failure rate from polymer. 
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' Fig. 5 — Various shapes of palladium contacts used on U-type relay tests in 
the octm’s. 
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TasBLeE III — Faiture Rates wire CERTAIN CONTACT SHAPES 
SINGLE PALLADIUM Contacts on U RELAYS 














Shaw Ga ra Ray : peeens to Opens iy Average 

ene Her afging on / Ongzations in| Pst Open in | Contact | poefteney 
Coined/Coined Yes 0.60 0.20 1196 5 
Coined/Hvy Yes 0.34 0.17 391 5 
Emb/Hvy Yes 1.06 0.13 385 4 
Std/Std Yes 1.27 0.27 306 3 
Hvy/Hvy Yes 2.50 0.31 218 6 








Similar results were found in earlier contact tests? made at the Labora- 
tories, in which the contact contaminants were limited to dust particles 
less than 25 microns in diameter. On the other hand, in these earlier 
tests, when the contaminating dust was changed to larger-particle lint 
and paper fibers, the opposite trend for the effect of contact shape was 
observed. 

An explanation for the observed effect of the contact shape on the 
failure rate from polymer is deferred to the next section. It should be 
noted that, in addition to changing the contact shape, the coining and 
embossing operations work-harden the contact surfaces and improve the 
microscopic smoothness. These factors also affect the failure rate. 


6.3 Lffect of Contact Alignment 


Typical distributions of open-contact failures on palladium contacts 
of U and AF relays in oct tests are shown in Fig. 6. This graph shows 
that some contacts are relatively prone to failure while others, supposedly 
identical, never fail. Attempts have been made to explain why contacts 
differ so greatly in their performance. It is speculated that the differ- 
ence between such contacts is partly one of alignment of the contacting 
surfaces, and that polymer-caused open-contact failures on palladium 
contacts would be minimized if the contacts could be made flat and be 
aligned so as to tend to produce a maximum contacting area. 

A study of contact replicas taken from U-relay contacts at the com- 
pletion of a test supports this speculation. Contacts which have a 
history of contact failures produce replicas like those of Fig. 7(a), while 
contacts that have not failed produce replicas like Fig. 7(b). It appears 
that, with good alignment, the polymer films remain thin and the true 
conducting spots may be spread over quite an area. These conducting 
spots are very small, being on the order of 10 to 20 microns in diameter. 
If one such conducting spot wears down or becomes insulated by a fine ° 
polymer dust, electrical contact may be made via the other conduct- 
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Fig. 6 — Distribution of open-contact failures on palladium contacts of U and 
AF relays in oct tests. 
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Fig. 7 — Sketches of replicas of single contacts of U-type relays: (a) poor 
alignment — produces opens (b) good alignment — does not produce opens. 
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ing spots, and the contact will not fail. With poor alignment, the contacts 
form compacted aggregates of polymer surrounding a very limited 
contact area. If the true conducting spots wear down, another electrical 
contact cannot be made in the compacted ring of polymer, and the 
contact fails. Also, the compacted polymer may break off and cause 
contact failure by falling into the contact area. Contacts which have 
been coined or embossed to present only a small contacting area behave 
like misaligned flat contacts, and therefore have a relatively high failure 
rate, as indicated in the results of the previous section. 


6.4 Liffect of Operating Rate 


The operating rate is a major factor in the open-contact failure rate. 
When the operating rate is low, not enough polymer forms and the 


TABLE IV — FartureE Rates with THREE OPERATING RATES 
TWIN PALLADIUM Contacts oN AF RELAYS 














Number P Relay Operations to} Opens per | Opens per 109 

of Test old alae Operations in | Total Opens First Open in| 1000 Con- Contact 

Contacts per Millions Millions tacts/Year Operations 

* 120 0.1 0.39 4 0.15 33 86 
120 1.0 3.88 48 0.59 400 103 
120 10.0 


38.80 13 1.59 108 | 3 





failure rate, per unit of time, is low. If the operating rate is high, the 
composition of the organic deposit apparently changes and the failure 
rates are also found to be low. However, at intermediate operating 
rates such as one operation per second, sufficient polymer with highly 
insulating properties is formed to produce a high failure rate per unit of 
time. The data shown in Table IV were derived from an ocrvu, using 
AF-type relays having twin palladium contacts and individual molded- 
plastic contact covers but no frame covers. The test was operated for 
one year. 

Since this test showed that failure rates per unit of time are greatest 
with a relay operating rate of about one operation per second, and since 
the common control circuits of crossbar systems use relays at about this 
operating rate, most of the other tests were conducted using a rate of 
one operation per second. Several attempts were made to accelerate the 
tests by using higher operating rates and by applying a correspondingly 
increased vapor concentration with the use of limonene, as had been 
done in the study of the effects of organic vapor on contact erosion. 
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The increased vapor concentration, however, apparently affected the 
physical makeup of the polymer, so that it was kept more fluid and did 
not produce the failure rates obtained at the lower operating rates. 
These accelerated tests were therefore discontinued. 


6.5 Effect of Operational History 


The failure rate is significantly affected by the previous operational 
history of the contacts. The failure rates are low until several hundred 
thousand operations have produced enough polymer to cause open- 
contact failures. Thereafter, the maximum failure rates are encountered, 
sometimes decreasing gradually with operations. As will be shown in 
other tests to be described, the decrease in failure rate may result from 
somewhat better alignment or fit of the contact surfaces, resulting from 
mechanical and electrical erosion of the contact surfaces. It is not due 
primarily to a general drying out of the volatile components of the 
relay structures, although this may be a secondary cause of the observed 
effect. The following data were derived from an octu with AF-type 
relays using twin palladium contacts and individual molded-plastic 
contact covers but no frame covers. This ocru had had a year’s opera- 
tion (the test described in Section 6.4), with the relays being divided 
into three groups, each having a different rate of operation, as shown. 
Before the start of the new test, all contacts were replica-cleaned. The 
test was then restarted with all relays operating at the uniform rate of 
one operation per second, with results shown in Table V. 

The performance of the contacts that had the history of 38,800,000 
previous operations is remarkably good. The improvement does not 
seem to be due to a reduction in the ability of the contacts to produce 
polymer, because, at the end of the test, a replica examination failed to 
show any difference in the amount or kind of organic deposit formed on 
the contacts of the three groups. In the succeeding sections several tests 
are described which explore this effect further. 


TABLE V — FAILURE RATES WITH DIFFERENT OPERATIONAL HISTORIES 
Twin PALLADIUM Contacts on AF ReEtays 














Previous History New Test (After Cleaning) 
, A . Relay Opens Per 10° 
Operations per | Relay Operations Operations : Number 
Second in Millions per Second oan of Opens Ona ratnad 
10.0 38.8 1.0 2.0 0 0 
1.0 3.88 1.0 2.0 10 27.7 
0.1 0.39 1.0 2.0 32 88.8 
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Fig. 8 — Effect of mechanical wearing-in of contacts. 


6.6 Effect of Non-Electrical Operation of Contacts 


The reduction in failure rates that is found on relays with a previous 
operational history suggests that the contacts “wear in’ mechanically, 
thereby improving the contact fit and changing the surface roughness. 
To check this hypothesis, four groups of nine test relays each were 
operated at rates of one or ten operations per second without wires on 
the contacts. One of these groups was operated for one million operations 
and three for ten million operations. Each of these groups of relays were 
then wired into an ocTM, the contacts being replica-cleaned in each case. 
It was found that the failure rate in these four tests averaged about one- 
half the failure rate obtained for nine other tests using relays which were 
not subjected to an earlier wear-in. The data are shown in Fig. 8. This 
difference, however, may not be statistically significant because of the 
large variability in the data. The improvement in contact performance 
that is obtained with contacts that have had a previous operational 
history also seems to be associated with electrical operation of the con- 
tacts. This effect is explored in the succeeding sections. 


6.7 Effect of Charging of Wire Capacitance on Contact Closure 


Under some circuit conditions, contacts close without potential differ- 
ence and open without current. Such contacts are electrically non- 
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eroding. Under other circuit conditions, the operation may differ only to 
the extent that the contacts, upon closure, charge the capacitance of a 
few feet of wire. Such contacts are also classed as non-eroding contacts, 
although it is obvious that minute erosion must take place, inasmuch as 
a potential difference exists when the contacts close. For brevity, con- 
tacts of the first type are called “no cable charge” (Ncc) contacts and 
contacts of the second type are called “cable charge’ (cc) contacts. 
From a failure standpoint, the Ncc contacts are appreciably worse than 
the cc contacts. 

To determine the effect of cable charging closure upon the failure 
rate, an OCTM was operated with the contacts of five AI relays connected 
without cable charging on closure and the contacts of four other relays 
connected with cable charging. The failure data are plotted in Fig. 9. 
For the first million operations, the Ncc contacts had 3.3 times the fail- 
ure rate of the cc contacts. At one million operations, the contacts were 
all replica-cleaned and the ncc contacts were changed to cc operation, 
so that all contacts were then connected alike. The failure rate dropped 
for both groups and became more nearly equal, but the contacts with 
the early history of Ncc operation still showed a 50 per cent higher 
failure rate. At three million operations, the contacts were again replica- 
cleaned and reconnected as they had been initially. The failure rates 
again dropped, this time to insignificant failure rates for each group. 

There seem to be two distinct explanations for the effect of the electri- 
cal circuit in reducing the failure rates noted in this test. On the one 
hand, the capacitance-charging current on closure appears to burn and 
carbonize the polymer, thereby reducing the open-contact failure rate. 
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Fig. 9 — Effect of charging of wiring capacitance on contact closure. 
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However, the capacitance-charging current appears also to have a 
permanent effect on the contact surfaces, since the failure rates drop 
abruptly and remain permanently lower after each cleaning. Even in the 
case of contacts having no cable charging on closure, some arcing takes 
place when the polymeric films are punctured by the 50-volt checking 
voltage. This arcing alone is enough to improve the contact performance, 
being almost as effective as the cable-charging currents on closure. 

It is apparent that this type of arcing produces a permanent improve- 
ment in the contact performance. The arcing burns off the larger irregu- 
larities on the contact surfaces, thereby tending to increase the fit or 
alignment of the contacts. It also increases the microscopic roughness, 
increasing the number of potential conducting areas and possibly reduc- 
ing the failure rate from fine particles, by the mechanism described by 
J.B. P. Williamson, J. A. Greenwood and J. Harris.” 

A further attempt to explore the effect of arcing on the contact per- 
formance is described in the next section. 


6.8 Lffect of Contact Krosion 


Precious metal contacts, when used in a circuit arrangement that 
results in contact erosion, have a very low failure rate from dirt or 
organic films. For example, during earlier laboratory contact erosion 
studies in which thousands of contacts were operated millions of times, 
the failure rate from dirt and films was only 0.01 failure per 10° contact 
operations — a remarkably low failure rate. The obvious explanation is 
that heavy arcing burns away dirt and films thereby keeping the con- 
tacts clean. 

The preceding section, however, indicates that the arcing may also 
produce a permanent improvement in the contact surfaces. To test this 
possibility, a group of nine AF relays with a total of 90 single contacts 
was operated in a sealed container, each contact opening and closing a 
non-inductive load of 2500 ohms, with a 50-volt battery. The relays were 
operated 80,000 times each, at which time it was evident by oscilloscope 
observations of the increased arcing that the contacts had become 
severely activated from organic vapors.’ The erosion due to this treat- 
ment was insignificantly small because of the low number of operations. 
However, because of the presence of organic vapors, the arcing eroded 
the contacts over a large area with microscopic roughness, but without 
large buildups and pits. At the end of this priming procedure, half 
of the contacts were replica-cleaned and the 90 contacts were then op- 
erated in the ocrm without cable charging in the usual fashion. The 
failure rates for these slightly eroded contacts were found to be one- 
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tenth to one-fifth of the values normally found for new AIF relay con- 
tacts, the cleaned contacts being twice as good as the uncleaned con- 
tacts. : 

This experiment was repeated using contacts that were roughened 
in the open air by the erosion that occurs from 1000 operations of an 
inductive relay load. This type of erosion produced larger pits and build- 
ups on the contact surfaces and did not improve the fit. The failure rates 
were found to be as high as for new untreated contacts. 

These many experiments show consistently that polymer failures, 
and probably failures from very fine dusts, will be minimized if the 
contacts are large in area, well aligned so as to provide a good contact 
fit and having surface roughnesses limited to microscopic size. 


6.9 Effect of Relay Coil Temperature 


When AI- or U-type relays with palladium contacts are operated 
without enclosures on duty cycles so low as to produce essentially no 
temperature rise in the coils, the failure rates are acceptably low. How- 
ever, if appreciable coil heating takes place, the vapors given off by 
the organic insulating materials in the relay increase the contact failure 
rate enormously. 

Tig. 10 shows the effect of relay coil temperature on the failure rate 
of AF-type relays with twin contacts. These data were obtained in 
six separate tests, in which more than 1100 contacts are represented. 
Most of the tests ran a year or more; one test ran for 29 months. The 
graph indicates that the failure rate at 68°F is one open per 10° contact 
operations, and that the failure rate doubles for every 10°I* increase 
in coil temperature. A relay coil at 135°F indicates a rate of 100 failures 
per 10° contact operations. Such coil temperatures are easily achieved 
in telephone switching common control circuits: a 700-ohm relay with 
a 25 per cent duty cycle or a 270-ohm relay with a 20 per cent duty cycle, 
each in an ambient of 100°F, would produce such coil temperatures 
and corresponding trouble rates. 

In these tests, the air in the vicinity of the contacts became warmer 
and drier at the higher coil temperatures, and this is possibly an ad- 
ditional factor affecting the failure rates. The relative importance of 
these factors has not been resolved. 


6.10 Lffect of Relay I nsulating Materials 


In the earlier investigation of the effect of organic vapors on contact 
erosion,’ it was found that all the relay insulating materials, including 
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Fig. 10 — Effect of relay coil temperature. 


the oleo-resinous wire insulation, the cellulose acetate sheets used in 
the coil construction and the phenol fiber spoolheads and insulators, 
were important sources of vapor. It was necessary to replace all these 
materials by inert materials (glass insulated wire, glass spoolheads, 
glass insulators, etc.) to prevent vapor contamination of the contacts. 

The insulating materials used in modern relays are desirable for 
economy, freedom from corrosion and good dimensional stability with 
varying temperature and humidity. Other insulating materials may be 
found which have all these virtues and which also provide freedom 
from organic contamination of relay contacts, but such materials 
are not yet available. 

On the AF-type relay, the plastic contact covers and the phenol 
fiber armature cards enclose the relay contacts. This design differs 
from the U relay design, which does not use contact covers. To deter- 
mine the effect of the proximity of these parts on the contact failure 
rate, an ocru with AI’-type relays was operated using metal armature 
cards and metal contact covers. No significant reduction in failure rate 
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was obtained, indicating that the card and contact cover are not the 
major causes of the difficulty, and that no improvement can be expected 
by the use of other materials for the card and contact cover that enclose 
the contacts. 


6.11 Lffect of Humidity 


Humidity has a pronounced effect on the failure rate and the per- 
sistency of failure. In one test, nine 2500-ohm AI'-type relays were 
tested in the sealed ocrm chamber. The test was run at normal uncon- 
trolled humidity (40-60 per cent) for 1,420,000 operations. Thereafter 
the test was alternated abruptly between 15 and 85 per cent humidity, 
using a test period of one week or more for each humidity. 

The procedure followed for the cycling of the high and low humidity 
was as follows: 

(1) The test was stopped at noon on Friday and the conditioning 
material (water or silica gel) was removed. 

(2) The chamber was dried, when necessary, and aired out. The 
relay contacts were protected against dust during this step. 
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Fig. 11— A plot of open failures against operations, showing the effect of 
humidity. 
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Fig. 12 — A plot of open failures and the persistency of those failures against 
humidity. 


(3) The new conditioning material (water or silica gel) was placed 
in the chamber. The chamber was sealed and the atmosphere allowed 
to stabilize over the week-end. 

(4) The week’s test was restarted on Monday morning. a 

A plot of open failures against number of operations for the entire 
test is shown in Fig. 11. Three curves are shown: (1) found opens, (2) 
not found opens and (38) total opens. Also shown are the humidity values 
for each part of the test. 

When the test was restarted for each new condition of humidity, a 
flurry of failures occurred within the first 1000 operations or less. These 
failures are alsoshown in Fig. 11. The failuresoccurring at these transition 
periods are possibly due to a shift in the actual point of contact resulting 
from a slight physical change in the relay’s insulating parts caused by 
the change in humidity. The failures may also be partly due to a change 
in the volume of the polymer which had caused it to enter the contact 
area. 

Discounting the flurries of opens that occurred during the transition 
periods, the failure rates for ‘‘wet”, “normal” and “dry” humidity 
conditions are 100, 780 and 1340 opens per billion contact operations. 
Corresponding persistencies of these failures are 4.9, 9.8 and 12.8 
respectively. A plot of these rates and persistencies is shown in Fig. 12. 
It is interesting to note that there is a linear relationship between hu- 
midity and rate of failure, and between humidity and persistency: 
the lower the humidity the higher the rate of failure and persistency. 
The following explanation appears reasonable. The polymer takes on 
more water as the humidity increases, becoming less dusty and less 
likely to fall into the contact area. Conversely, the drier the polymer 
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becomes at low humidity, the better the chance for powdery aggregates 
to fall into the contact area and thus produce contact failures. Tests 
have shown that the quantity of polymer generated is not affected by 
humidity. 


6.12 Effect of Relay Design Variations 


The contact performance of palladium contacts in the presence of 
organic vapors is intimately connected with the relay design and contact 
spring actuation. In the octF a direct comparison was obtained of the 
M24-, U-, UB-, and AI’-type relays (Tig. 13), each with single and twin 
contacts (Fig. 14). This test was operated for 29 months. The contacts, 
in all cases, closed without cable charging. The failure rates listed in the 
Table VI remained essentially the same after the first few months. The 
actual data are plotted in Figs. 15 and 16. 

The M24, U, and UB relays each have 26 grams contact force per 
twin contact, whereas the AF relay has 13 grams. The M24, U, UB, and 
AF relays have, in the order named, decreasing contact slide during 
contact closure. It is believed that the remarkable difference in contact 
failure rates for these relays is due to these two factors. The peculiar 
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Fig. 13 — From left to right: wire-spring relays AF and M24, U- and UB-type 
relays. In foreground are individual plastic contact covers for the AF and M24 
relays, respectively. 
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TaBLE VI — Faiuure Rates with DIFFERENT RELAY TypPEs 

















Single Palladium Contacts Twin Palladium Contacts 
Relay 
oO 1 < Oo 109 . 
Osar ce Gee ida Persistency Gontact Operations Persistency 

M24 24 4.0 1 20.5 
U 400 7.6 5 11.9 
UB 2570 10.8 32 18.3 
AF 4150 6.3 148 14.8 














relations between the single- and twin-contact failure rates and per- 
sistencies are discussed in another section. 


6.13 Hffect of Contact Velocity 


The magnitude of the contact-closing velocity has a significant effect 
on the failure rates of palladium contacts. As the velocity is increased, 
the impact and resulting slide is increased with a corresponding de- 
crease in the open-contact failure rates. 

It is found in the octu and octTF tests of the AF relays that normally- 
open single contacts (makes) fail about three times as often as normally- 
closed single contacts (breaks). Similarly, normally-open twin contacts 
fail about ten times as often as normally-closed twin contacts. Since 
the contact actuation of normally-closed and normally-open contacts 
is the same on the AF relay, and since these relays are operated on about 
a 50 per cent duty cycle providing equal closed and open intervals, it 





Fig. 14 — Mating twin contact pairs of AF, M24, U and UB relays. The AF 
and M24 twin contacts are coined to a cylindrical shape, the other contacts have 
flat surfaces. The AF and M24 twins are made up of two singles which are rela- 
tively closer together than in the U and UB relays. Also, the AF and M24 have a 
common fixed contact, while the U and UB have individual contacts. 
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Fig. 15 — A plot of single-contact open failures against operations for AF, M24, 
U and UB relays operating in the ocr test. 


is concluded that this difference in failure rates must be due to a dif- 
ference in contact-closing velocity. 

A check on this hypothesis has been obtained in the ocrm by comparing 
contact failure rates on relays which have different contact-closing 
velocities. Contacts on 16-ohm relays were compared with contacts 
on 700-ohm relays in order to obtain two different contact-closing ve- 
locities. The 16-ohm relays were operated in series with 90-ohm re- 
sistances mounted outside the compartment, thereby providing the 
same power dissipation and temperatures for the two kinds of relays 
in the compartment. It was found that the higher velocity 16-ohm re- 
lays had about one-third the failures of the slower 700-ohm relays. 

Other evidence for effect of velocity was obtained in the octr, where 
certain AI’-type relays which were deliberately slowed both on operate 
and release by means of series and shunt resistances were found to have 
the very high failure rate of 2610 opens per 10° contact operations. 
This failure rate was the highest steady-state failure rate experienced 
on twin contacts in the entire test program. When the series and shunt 
resistances were removed to obtain high velocity, the failure rate jumped 
to the enormous figure of 69,000 opens per 10° operations during the next 
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Fig. 17 — A plot of AF wire-spring relay twin-contact failures against opera- 
tions, showing the effect of contact-closing velocity. 


50,000 operations before settling down to the lower rate of 900 opens 
per 10° operations. It appears that the lower velocity and therefore lower 
shock of the low-velocity test relays allowed a heavy accumulation of 
polymer in the vicinity of the contact and thereby increased the failure 
rate. When the velocity was abruptly increased, the polymer was dis- 
turbed, fell into the contact area and temporarily increased the failure 
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U 0.18 9 
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Fig. 16 — A plot of twin-contact. open failures against operations for AF, M24, 
U and UB relays operating in the ou'rr test. The failure rates are higher than those 
shown in Table VI because the low-velocity relay data described in Section 6.13 
are included. 
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rate. Comparison relays with high velocity in the same test had a failure 
rate of only 150 opens per 10° operations. The data are shown in Fig. 17. 


6.14 Effect of Vibration 


External vibration is a serious cause of contact failures on relays 
having normally closed palladium contacts. The vibration, provided 
it is severe enough to overcome the static friction of the closed contacts, 
causes a slight contact slide which, in the presence of organic vapors, 
produces polymer very near the true contacting area. The contacts 
may then fail in the same fashion as operating contacts, by producing 
an open, low resistance or noisy transmission. 

The vibration effect can be surprisingly large. In several tests using 
single palladium normally-closed contacts on wire-spring relays subjected 
to vibration and vapors from a large number of other wire-spring relays, - 
more than one-third of the contacts were found to register open circuits 
after several hundred hours of the test. When the contact force was 
doubled, or when the closed contacts carried a continuous current to burn 
and carbonize the polymer, the failure rates were found to drop sharply. 
The contacts had the usual low-persistency characteristic of operating 
contacts in that a few mechanical operations cleared the open. 

As was the experience in the relay operating tests, 22-karat gold, 
No. 1 metal, No. 3 metal and silver performed much better than pal- 
ladium in the presence of organic vapors. 


6.15 Relation Between Single and Twin Failure Rates and Persistencies 


If each contact of a twin pair were electrically and mechanically 
independent of each other, then the failure rate of the twin pair, neglect- 
ing its persistency of failure on successive operations, would be related 
to the failure rate of a single contact by the formula F7 = (F.P,)F, = 
F2P, , where F, is the single failure rate, not including its persistency 
of failure on succeeding operations and P, is the average persistency of 
such failures. Similarly, the average persistency of failure of the twin 
pair would be related to the average persistency of failure of the single 
contact by the formula P; = } P,. 

These formulae completely fail to predict twin contact performance 
from the data taken on single contacts. In the ocrr the AF relay, with 
halves of the twin contacts removed to provide single contacts, had a 
failure rate of 4150 opens per 10° operations and an average failure 
persistency of 6.3. The above formulae would predict a twin failure 
rate of 0.1 failure per 10° operations and an average persistency of 3.15. 
The twin contacts in the same test had an actual failure rate of 148 
opens per 10° operations and an average failure persistency of 14.8, 
showing that the formulae do not apply. 
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The failure of the simple formulae to apply can be ascribed to the 
fact that twin contacts are neither electrically nor mechanically in- 
dependent. from an electrical standpoint, one half of the twin pair 
will inevitably be more vulnerable to carbonization of the polymer film 
by the testing voltage and current. The other twin contact, shunted by 
its lower-resistance twin, will not suffer electrical degradation of the 
polymer, since it will never be subjected to a voltage breakdown and will 
never carry the electrical current unless the other twin has failed. Conse- 
quently, the failure probabilities of the two halves differ greatly and the 
twin failure rate cannot be easily determined from data on single con- 
tacts. Also, from a mechanical standpoint, the twin contacts are not inde- 
pendent, since polymer generated on either twin may contaminate the 
other. The amount of such mutual contamination depends on the prox- 
imity of the twins and whether the fixed contact is a single-bar contact, 
as in the AI’- and M24-type relays, or two twin bars as in the U and UB 
relays. 

A number of tests have indicated that this lack of electrical and me- 
chanical independence is the cause of the high twin failure rates. Addi- 
tional probing tests are being made to investigate this effect more com- 
pletely. 

Empirical formulae which relate the single and twin failure rate 
actually measured in the ocrr and the ocr are as follows. 

For wire-spring relays AF and M24, F; = 1/28 F,, and for U and 
UB relays, Fy = 1/80 F,. The AF and M24 twins are made up of two 
singles relatively closer together than in the U and UB relays. Also, 
the AF and M24 have common fixed contacts, whereas the U and UB 
relays have individual fixed contacts. These differences are apparent 
in Figs. 13 and 14 and appear to explain the higher failure rates of twins 
relative to singles on the AF and M24 relays. 


6.16 Low-Resistance Characteristics 


In the 50-volt, 20-milliampere, automatic checking circuits used 
in these tests, the contact resistance is always found to be less than 20 
ohms or more than 100,000 ohms. If the insulating film has sufficiently 
high intrinsic resistance and sufficient dielectric strength, practically 
no conduction takes place. Under such conditions, very high resistances 
above 100,000 ohms are measured, and these are referred to as ‘‘open”’ 
contacts. However, if dielectric breakdown by ionization from the voltage 
or thermal breakdown from the current occur, the power dissipation 
in the contact surfaces will be too great at intermediate contact re- 
sistances, and breakdown will proceed until the lower range of contact 
resistance results. Of course, if the circuit voltage is kept low or if the 
circuit impedance is kept high, the power dissipation at the contacts 
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will be limited and intermediate values of resistance would then be 
expected. 

The low-resistance effect, unlike the random open contact failures, 
tends to remain fairly consistent from operation to operation throughout 
the test. In general, a particular contact that develops the low-resistance 
effect does not produce open contacts, and vice versa. For example, 
palladium contact tests on U-type relays in the ocrm consistently showed 
that approximately one-third of the contacts would develop low re- 
sistance, one-third would fail randomly from opens and one-third of 
the contacts would produce neither low resistance nor open contacts. 
Gold and gold-silver alloys show only the low-resistance effect, but not 
on all contacts in a given test; the others have practically no resistance. 
The distribution of resistance measurements made on various contact 
metals on U-type relays in ocrm units during open-contact test runs 
is shown in Table VII. All resistance measurements were made with 1.5 
volts and 40 to 80 milliamperes. High resistance measurements that 
occur with open contacts are not included. 


Taste VII — Distripution oF Contact RESISTANCE WITH VARIOUS 
Merats. SINGLE Contacts on U RELAYS 








Rete Number of Contacts Maximum 

Contact Metal Operations {_————______________________. Resistance 
in Millions In Test >0.10 Sle in Ohms 
Pd/Pd 2.5 90 34 29 8.5 
No. 1/No. 1 10.0 90 18 10 5.0 
No. 3/No. 3 10.5 90 20 13 5.5 
22K Au/22K Au 10.0 60 33 27 17.5 








These contacts were essentially non-working electrically. However, 
they did charge the wire to the succeeding contact in the chain to 50-volt 
potential as they closed and, to this extent, they were electrically work- 
ing contacts. To determine the effect of this small amount of electrical 
erosion in carbonizing the polymer, 30 additional contacts in the 22- 
karat gold test listed above were tested simultaneously without such 
cable charging, and it was found that only three of these contacts 
had resistance greater than 0.1 ohm and only one contact exceeded 1 ohm. 

The wire-spring relay test results were similar except that a higher 
percentage failed by high resistance (opens) and a correspondingly 
lower percentage showed low resistance. The effect of cable-charging 
closure was to increase the percentage that showed the low-resistance 
effect, as for the U relays. Also, higher-velocity wire-spring relays had a 
much greater percentage of contacts with low resistance, again indicat- 
ing that high impact forces and high slide carbonize the polymer. 
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6.17 Noise on Speech Transmission Contacts 


Undesirably high noise levels were encountered in the speech trans- 
mission circuits of the No. 5 crossbar system due to deposits of polymer 
and carbon on the normally-closed palladium contacts of certain relays on 
the trunk link frame. The noise occurred only when nearby relays 
released, jarring the frame and causing the contaminated contact to 
become microphonic. The noise at times sounded to the listener like a 
banjo twang of such a magnitude that words or even sentences occasion- 
ally became unintelligible. 

Field tests on U-type relay equipments in service showed that 30 per 
cent of the noise-producing relays in a large sample would produce noise 
exceeding 25 db* (just audible). When the contact metal was changed 
to No. 1 alloy, only 1 per cent of the contacts had objectionable noise. 
When soft rubber vibration mounts were used with the original contact 
metal, the number of contacts with audible noise was 5 per cent. 


6.18 Mechanical Wear 


Life tests to determine the mechanical life of 22-karat gold overlay 
contacts on wire-spring relays indicate a life exceeding 100,000,000 
operations. These tests, run with unwired contacts at an accelerated 
rate, show considerable variation between contacts and between tests 
with respect to the amount of wear. It is believed that the contacts 
obtain some lubrication from the products formed from the organic 
vapors and that, with the slower operating rates that occur in practice, 
the mechanical life of the gold overlay will exceed the life indicated 
in these accelerated tests. 

Although relays in circuits such as markers and Accounting Center 
machines may operate a billion times or more during their lifetimes, 
no trouble is expected with these relays after the gold wears off because 
of the often-repeated laboratory indication that relays with high operat- 
ing rates and a history of many operations have low failure rates. 


6.19. Final Tests 


To test the final product, 90 standard AF relays with the gold overlay 
on the moving contacts were tested in an ocru, which most closely 
resembles service conditions. All contacts had been cleaned prior to 
start of the test, since the present manufacturing process calls for thor- 
ough cleaning of the contacts by wet-scrubbing with trichlorethylene.! 
No contact failures occurred in a year’s operation of this test. Identical 
tests made on palladium contacts without gold overlay have had about 
60 found open contact failures in this time. 


* 25 db above 10°” watts 
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VII. CONCLUSION 


The obvious solution to many of the difficulties experienced with 
precious metal contacts is to eliminate organic vapors from the contact 
environment. However, this is often not feasible. The plastics and 
phenolics used in relay insulation are potent sources of these undesirable 
vapors, but these insulating materials are desirable for other reasons. 
Forced ventilation with adequate filtering to remove dust would be 
uneconomical, as would be the use of activated charcoal to absorb the 
vapors. I’or the telephone plant, where so many relays and contacts 
are used, the best solution would be to make the contacts immune, or 
at least less susceptible, to the vapors. 

Palladium and other platinum-family metals are particularly sus- 
ceptible to the vapor effects. These metals are suspected of acting as 
catalysts to form highly insulating films, and no poison has been found 
which will markedly reduce this effect. The best solution found so far 
is to overlay the palladium with a gold alloy sufficiently thick to provide 
for mechanical wear. Where a solid, homogeneous contact without gold 
overlay is preferred and where the added cost can be justified, Western 
Electric No. 1 metal can be used and is practically as good. However, 
although the high resistance effect is eliminated, these gold or gold 
alloy contacts can still be expected to show the low-resistance phenom- 
enon in the presence of organic vapors. Also, the use of gold does not 
reduce the heavy erosion that takes place on electrically working con- 
tacts in the presence of organic vapors. 

Gold overlay on only the moving contacts of wire-spring relays is 
used for economy and ease of manufacture. The good performance 
obtained is the result of the decreased polymer formation and the twin 
contact action coupled with the low persistence of failure characteristic 
of the polymer. Where the polymer difficulty has occurred on single- 
contact relays, as in step-by-step systems, no compromise is made and 
the change to gold alloy (No. 1 metal) is made on both mating contacts. 

Preliminary reports from early installations indicate that the contact 
performance of the new wire-spring relays with gold overlay on the 
moving contacts will be highly satisfactory. 
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APPENDIX 


Simplified Schematic of the OCTM (Fig. 18) 


When the start key is operated, and later released, the AL relay 
operates, which in turn operates the ST relay (both these relays remain 
operated until a contact failure occurs). The operation of the ST relay 
passes interrupted ground pulses into pulse-dividing relays W and Z. 
The first ground pulse operates the W relay, which in turn operates 
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Fig. 18 — Simplified schematic of the ocTm. 
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the TOP relay, and hence the nine test relays Tl through T9, preparing 
the contact chains for checking. The first open pulse operates the Z 
relay, which operates the LK and CGS relays. The CGS relay operates 
the CCK relay and supplies a ground to the contact chains. If all test 
contacts are low in resistance, the corresponding check relays CK1 
through CI<9 operate and lock up, returning the test contacts to ground 
potential. The second ground pulse releases the W relay, which in turn 
releases the CGS, which then releases the CCKX and TOP relays. The 
TOP relay releases the T relays. The second open pulse releases the 
Z relay, which releases the LK relay. The LK relay in turn releases the 
CK relays, thereby completing the cycle. When a failure occurs on a 
test contact, a check relay CK will fail to operate. The failure of a 
check relay allows the ST relay to release, stopping and holding the 
circuit in the failed position and releasing the alarm relay AL. 
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Fig. 19 — Simplified schematic of the octu. 
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Simplified Schematic of the OCTU (Fig. 19) 


Approximately one-third of the circuit is shown in the schematic 
diagram. The operation of the start key operates the ST and 18R relays. 
The 1SR relay operates the AL relay, which allows interrupted ground 
pulses to reach the pulsing relay 1P (the AL and 1SR relays remaining 
operated until a contact failure occurs). The release of the start key 
allows the ST relay to release when all three interrupted ground pulses 
simultaneously reach a ‘‘no ground” period. (The ST relay remains 
unoperated during the test.) The first operation of the pulse relay 1P, 
after the release of the ST relay, supplies a ground to the break-contact 
series chains of test relays Cl through C30. If all test contacts are low 
in resistance, the corresponding check relays X1, X2 and X8 operate 
and lock up, returning the test contacts to ground potential. The opera- 
tion of all X relays operates the W relays, which in turn operate the C 
relays. The operation of the C relays prepares the make-contact chains, 
operating the corresponding check relays Z1, Z2 and Z3, which lock 
up, returning the test contacts to ground potential. The operation of 
all Z relays releases the X relays, which in turn release the W relays, 
and hence the C relays, completing the cycle. When a failure occurs 
on a test contact, a check relay (either X or Z) will fail to operate. 
The failure of a check relay allows the ISR relay to release, stopping 
and holding the circuit in the failed position and releasing the alarm 
relay AL. 
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Gray Codes and Paths on the n-Cube 


By E. N. GILBERT 
(Manuscript received May 27, 1957) 


Certain problems in coding and in switching theory require a list of 
distanct binary n-tuples such that each differs from the one preceding it in 
just one coordinate. Geometrically, such a list corresponds to a path which 
follows edges of an n-dimensional cube. This paper finds all types of closed 
paths on cubes with n S 4. For larger n, a process given here will produce 
large numbers of paths. 


I. INTRODUCTION 


A Gray code is a means of quantizing an angle and representing it in 
a binary alphabet. The encoding is such that angles in adjacent quantum 
intervals are encoded into n-tuples of binary digits which differ in just 
one place. For example, taking n = 8, as the angle increases from 0° to 
360°, the binary code for the angle might go through the succession 
000, 001, 011, 010, 110, 111, 101, 100 and back to 000. Gray codes are 
used when the encoding is performed by a code wheel. At angles close 
to the boundary between two quantum intervals, any of the digits 
which change at the boundary are likely to be in error. In a Gray code 
there is only one such questionable digit, and a mistake in this digit only 
gives to the angle the code for the adjacent quantum interval. 

Although the Gray code example given for n = 3 is easily generalized 
to obtain the well known Gray (reflected binary) code for any n, there 
are, in general, a large number of other codes which also change one 
digit at a time. Our problem is to find these other codes. In special 
applications, some of the others may be preferable to the conventional 
Gray code. For instance, it may be desirable to use other numbers of 
quantum intervals beside powers of 2; powers of 10 might be a natural 
choice. If the quantity being encoded is a length rather than an angle, 
one can drop the requirement that the first and last quantum interval 
have codes differing in just one position. Then there is a still larger 
variety of encodings from which to choose. 

For n S 4, we will exhibit all possible codes which recycle (i.e., are 
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suitable for angles). As n grows beyond 4, the number of possibilities 
soon becomes enormous; we will give a procedure by which a large num- 
ber of codes may be constructed. The purpose of this paper is to con- 
struct, classify and catalogue codes, but no attempt will be made to 
single out those codes which are particularly useful. 

In searching for codes the following geometrical picture is helpful. 
The set of edges of a unit n-dimensional cube forms a linear graph which 
we will call the n-cube graph Qn. Qn has 2” vertices, each labeled by an 
n-tuple (%1,°°+ , 2), %; = 0 or 1. Two vertices are joined by a line of 
Q, if their coordinates agree in all but one of the n places. We are inter- 
ested in the paths and cycles of Qn. By a path of length L is meant a 
set of lines (VoV1, ViVe,---, ViaVz) of Q, where the vertices Vo , 
--+, V, are distinct. Cycle of length L is similarly defined but with 
Vi,°:-, Vu distinct and Vo = V,. If we follow a path or cycle of Q, 
and interpret the n-tuples which label the vertices as codes for succes- 
sive quantum intervals, we obtain an encoding in which only one digit 
changes from interval to interval. Thus, our problem is to find all paths 
and cycles of Q,. The cycles are the encodings suitable for angles. 

A permutation of digits in the n-tuples of a code produces a new code 
which is not significantly different from the original one. Its code wheel 
is obtainable from the original wheel merely by permuting tracks. Simi- 
larly, a complementation (interchange of 0 and 1 in certain coordinate 
positions of the n-tuples) is a minor change. These operations correspond 
to rotation and reflection symmetries of the cube. The symmetry group 
of Q, is the hyperoctahedral group 0, of order 2"n!. The typical sym- 
metry operation of 0, consists of one of the n! possible permutations of 
the coordinates of the n-tuple, followed by one of the 2” possible comple- 
mentations. Two paths or cycles will be called equivalent or of the same 
type if one can be changed into the other by applying to Q, one of the 
symmetry operations in 0,. Although there are tremendous numbers of 
paths and cycles, it suffices to give just one of cach type. Even our list 
of distinct types of cycles becomes rather long at n = 4. The exact 
number of types of cycles is not known for larger values of n. We give 
below a procedure for constructing large numbers of paths and cycles. 
If LD = 2" — 1, we can specify in advance the numbers N,---, Ni, 
where N; is the number of times 2, changes as one follows the path from 
V, to V,. A similar specification is possible for cycles of length 2”. 
The cycles of this length contain every vertex and thus are the Hamil- 
ton lines of Q, (Ref. 2, Ch. 2). Even the number of types of Hamilton 
lines is found to grow rapidly with n; there are nine types of Hamilton 
lines for n = 4. 
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Another application of paths on Q, may be found in switching theory. 
Here the labels on the vertices represent the states of a relay network 
with n relays. Coordinate x; is 0 or 1 according to whether the 7th relay 
magnet is turned off or on. Since it is physically impossible to change the 
state of two relay magnets precisely simultaneously, the state of the 
entire network can change only by following lines of Q,. If the network 
is a counting circuit it is made so that its state follows a path or a cycle 
according to whether the network is intended to lock or recycle at the 
end of the count (Ref. 1, Ch. 11). 


II. COORDINATE SEQUENCES 


A path is specified completely by listing the Z + 1 vertices Vo, 
--+ , V, in order. For example, on the 3-cube, a list might be 


000, 001, 011, 010, 110, 100, 101, 111. 


Ignoring the starting vertex, a more compact notation is to list in order 
only the coordinate places in which the change occurs. In the example 
cited, one would obtain (3231232). This Z-tuple of coordinate places 
will be called the coordinate sequence for the path. 

The vertices of a path might equally well have been written down in 
the reverse order V,, --- , Vo. Hence the list of coordinate places writ- 
ten in reverse order [i.e., (2321323)] will be regarded as another notation 
for the same coordinate sequence. 

Each coordinate sequence represents not only the given path but also 
every other path obtainable from it by one of the 2” complementations. 
All of these paths are of the same type; it suffices here to study coor- 
dinate sequences rather than the paths themselves. 

Two paths, P and P’, are of the same type if and only if one of the 
n! permutations of coordinates changes the coordinate sequence of P 
into the coordinate sequence of P’. Our problem thus becomes one of 
classifying coordinate sequences into symmetry types with respect to 
the symmetric group on the n coordinates. 

In a similar way, a cycle (say 001, 011, 111, 101, 001) may be repre- 
sented by a coordinate sequence (2121). Now, however, in addition to . 
the two orders in which the coordinates may be written, there are L 
different vertices at which the list of changing coordinates can begin. 
Thus, for any cycle there may be as many as 22 distinct L-tuples of 
digits, all of which are considered to be the same coordinate sequence. 

Not every list of digits is the coordinate sequence of a path or a cycle. 
A typical list, such as (121323131), represents a way of wandering along 
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lines of the cube graph, possibly visiting some vertices more than once. 
In the example cited, the vertices visited after the first and the sixth 
steps are the same. In the intermediate steps (213231) all digits k = 1, 
2, 3 appear an even number of times; for all & the net change in x; dur- 
ing these steps is even, 1.e., zero. This observation leads simply to the 
following result. 

Theorem I. An L-tuple A = (m1, d2,°+-+, G1) a; = 1,-°--, nis the 
coordinate sequence of a path of Q, af and only if every one of the LiL + 1)/2 
blocks of consecutive digits (a; , Qis1, °°+ , aj) contains at least one of the 
n digits an odd number of times. A is the coordinate sequence of a cycle of 
Q, tf and only if every one of the blocks of length 1, --- , or L — 1 contains 
some digit an odd number of times while A itself contains every digit an 
even number of times. 

As an illustration of Theorem I, we construct a simple cycle of length 
2” (Hamilton line) on Qn. Fork = 1, 2,--- , 2” define the kth digit of 
the 2”-tuple to be the number 


a, = Max (d such that 2°” divides k). 
l<d<n 
That one obtains a cycle thereby is easily proved by induction on n. 
When n = 2, the construction yields (1212), the coordinate sequence of 
a cycle on the square. For larger n, the construction yields a 2”-tuple of 
the form 


An = (Br, 1, Ba, n), (1) 


where B, is the (2”"" — 1)-tuple obtained from A,_1 by removing the 
n — 1 in the 2”” place. Consider any block C of g < 2” consecutive 
digits of A,. If C does not contain one of the two n’s, it is a block of 
the path B,. If C contains only one n, n appears an odd number of 
times. If C contains both n’s, the digits of A, not in C form a block of 
B, and contain some digit k an odd number of times; since k appears 
an even number of times in A, it appears an odd number of times in C. 
In any case, some digit appears an odd number of times in C’. The Hamil- 
ton line in question corresponds to the conventional Gray code. 


Ill. THE 4-CUBE 


Since cycles are of greatest interest, we have constructed a list of all 
types of cycles on Qu. This list also includes all the cycles on Qe and Qs; , 
since such cubes are contained as subgraphs (faces) of Q,. There are 
no cycles of odd length, since every coordinate must change an even 
number of times. The numbers of types of cycles of lengths 4, 6, --- , 16 
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are 1, 2, 7, 10, 23, 20 and 9. Of these, the cycle of length 4 is found on 
Q: ; both cycles of length 6 and one cycle of length 8 are found on Q;. 

The computation consisted of the enumeration of a large number of 
cases using whatever ad hoc simplifications could be found. For exam- 
ple, consider any cycle of length Z which contains no pair of points which 
differ in all four coordinates. Complementing all four coordinate places 
changes this cycle into a new disjoint one. Then 2L < 16. It follows that 
every cycle of length 10 contains such a pair of “diametrically opposite” 
points. The cycle can be cut into two paths joining these points, one of 
length 4, the other of length 6. Hence, coordinate sequences for types of 
cycles of length 10 can all be written in the form (1234...... ), and 
only the ways of filling the six empty places must be enumerated. 

It is also helpful to draw a picture of the 4-cube in such a way that 
certain equivalences between cycles becomes geometrically obvious. 
The diagram described by Keister, Ritchie, and Washburn (Ref. 1, Ap- 
pendix to Chap. 8) is convenient. Their cube has the appearance of a 
piece of graph paper; it is agreed that any two points which can be con- 
nected by a path made up of horizontal and vertical line segments of 
length 4 represent the same point on the cube. The graph paper itself 
has symmetries, each of which is also a symmetry of the cube. Then any 
two cycles which, when drawn on the graph paper cube, can be trans- 
formed into one another by a sequence of translation, reflection or rota- 
tion symmetries of the graph paper must be of the same type. Unfor- 
tunately, these symmetries account for only 128 of the 384 symmetries 
of the 4-cube. Cycles which are equivalent with respect to the 4-cube 
group 0, may fall into as many as three distinct types with respect to 
the subgroup of graph paper symmetries. This phenomenon is illustrated 
in Fig. 1, which shows three cycles which are of the same type in spite 
of the differences in their graph paper pictures. 
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Fig. 1. — Graph paper representation of cycles on Q:. 
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TABLE I — CooRDINATE SEQUENCES OF CYCLES OF 
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ORS OS ON OS OS ON 


OO SH OO SH SH tH HH cH O09 HH XH 
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Length 10 
Length 12 
Length 14 
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TaBLE I — Concluded 








1218423123421 83) 
121312141218 24) 
1218121412312 4) 
1213121421312 4) 
1213812412131 2 4) 
(1218124121321 4) 
1213212412131 4) 
Length 16 (121312141213121 4) 
1421812142123212 4) 
(121321241213 21 24) 
(1213212423213 23 4) 
1213212432312 38 2 4) 
1282123432123 21 4) 
123212341232128 4) 
(1232123413121831 4) 
12134142432123 4 8) 


A complete list of coordinate sequences for distinct types of cycles on 
Q, is given in Table I. 


IV. COMPOSITION 


The example (1) suggests the following result. 

Theorem IT. Let the L-tuple A = (a1, --+, az) and the M-tuple B = 
(bi, -++ , ba) be coordinate sequences of two paths in Qn+. Then the (L 
+ M + 1)-tuple (A, n, B) = (a,-+-, a1, n,b1, --- , bar) ts the coor- 
dinate sequence of a path in Q, . If each of the digits 1, --- , n — 1 appears 
an even number of times among a1, °°: , G1, bi, ++ , bar, then (A, n, B, 
n) is the coordinate sequence of a cycle in Qn. 

A formal proof is easily given along the lines of the example. However, 
we prefer to note only that the theorem is obvious geometrically. We 
may envision Q, as composed of two (n — 1)-cubes R and S. An extra 
coordinate x, = 0 is added to the labels on the points of R and, simi- 
larly, 2, = 1 for S. Then 2”” lines are added joining corresponding 
points of & and S in order to construct Q, . The path obtained by fol- 
lowing the A path in R, then stepping over into S and following the B 
path is represented by (A, n, B). If all digits appear an even number of 
times In aq, --:,@z, b1, --- , bar then the two-end points of (A, n, B) 
differ only in their x, coordinate; an additional step back to R returns 
one to the starting point and (A, n, B, n) represents a cycle. 

The n-dimensional path and cycle (if it exists) so constructed will be 
called the composite path and composite cycle of the paths with coordinate 
sequences A and B. Of the nine Hamilton lines listed, only the last is 
not composite. 
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A large family U, of paths and cycles on the n-cube can now be con- 
structed inductively. For n = 2, the family consists of all paths and 
cycles. When U,_; has been constructed, U,» will contain all members 
of U, 1 plus all paths and cycles obtainable by making a composite 
from a pair of paths of U,_,. It will be convenient to admit single 
vertices as paths (having the null coordinate sequence). Then such 
coordinate sequences as (n, A) with A in U,_1, or even (n), represent, 
paths in U, . Next, we complete the construction of U, by adding all 
paths and cycles equivalent to the ones just constructed. Paths and 
cycles belonging to U, will be called ultracomposite. 

The Hamilton line given as an example following Theorem I is ultra- 
composite, as may be seen using (1) and induction. The first five of the 
nine Hamilton lines in Table I are ultracomposite. 


V. CHANGE NUMBERS 


Let A be a coordinate sequence and let N;, k = 1, ---, n, be the 
number of appearances of the digit / in A. N;, will be called the kth 
change number of A. The change numbers of any other sequence A’ of 
the same type as A are just a rearrangment of N,, ---, N,. Hence a 
comparison of change numbers often suffices to prove two coordinate 
sequences to be of different type. ‘There are, however, many examples 
of coordinate sequences of different type but having the same set of 
change numbers (the list of Hamilton lines contains two with change 
numbers 6, 6, 2, 2 and five with change numbers 6, 4, 4, 2). 

If A and B are coordinate sequences of paths on the (n — 1)-cube 
and have change numbers N,, --:, Nx. and M,, ---, M,_1, then the 
composite (A, n, B) has the change numbers 


Ni+ M,, oee) Naa + M4, 1. 


This observation suggests the possibility of an arithmetic test to decide 
whether a given set of numbers N,, --:-, N» are the change numbers of 
some ultracomposite. 

In what follows we call an n-tuple (V1, ---, Nn) a word if Ni, ---, Nn 
are the change numbers of an ultracomposite path. We ignore ultra- 
composite cycles because they may be found merely by adding single 
steps to those ultracomposite paths which have words in which all but 
one change number is even. 

Following the inductive definition of U, given above, an inductive 
scheme for computing all words may be given: 

(i) (0,0), (0,1), (1,1) and (1,2) are words. 
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(ii) Jf (Ni, +--+, Nn) and (Ny, ---, Nx’) are words; so are (Ni, -°>, 
N,, 0) and (Ni + Ny, ---, Nn + Ny’, 1). 

(ili) Any permutation of the change numbers of a word produces an- 
other word. 

Thus, the only words with n = 3 are (000), (001), (011), (012), (111), 
(112), (1138), (122), (123), (124), (133), and their permutations. The 
following theorem gives an arithmetic property of words. 

Theorem IIT. Let the change numbers of a word be written in numerical 
order, a1 S a2 S +--+: S a,. Then forall k — 1,--: n, 


2 oe aa ae (2) 


Proof: (Induction on n) 


When n = 2, all words satisfy (2) (see (i) above). Suppose (2) is 
true for words of lengths S nm — 1 and consider one of length n. 
If a; = 0, the ultracomposite path described by the given word lies 
entirely on a lower-dimensional face of Q, . Then (a2, «++, dn) is a word 
of length n — 1 and thus satisfies (2). If a1 = 1, then the given word 
describes a composite path made from two paths B and C. For 7 = 2, 
-+-, 7, a;is asum B; + C; of certain change numbers of B and C. Then 
fork = 2, +++, n, 


n n n n—1 n—1 
La=DB+V68 Dv+t Db a, (3) 
i=k i=k i=k i=k—-1 i=k—-1 

where bi, «++, b»-1 are the numbers B., ---, B, arranged in numerical 


order and c¢; are similarly defined. Since the b; and c; satisfy (2), the 
sums on the right of (3) total <2” — 2". Finally, when k = 1, (2) is 
necessary because there are only 2” vertices in Qn. 

Not every n-tuple satisfying (2) is a word. An example is (0002). It 
is immediately recognized as not a word because every word either must 
contain some 1’s or contain only 0’s. Even ruling out such obvious 
examples, one still finds others, such as (114). In the case of paths of 
length 2” — 1 the following stronger result is obtained. 

Theorem IV. A set of necessary and sufficient conditions that an n-tuple 


composed of numbers a;, a1 S ++: S ay shall be the word for an ultra- 
composite path of length 2" — 1 is that (2) holds fork = 2, ---, n; that 
a, = 1 and, in addition, that 

ease" 1, (4) 
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Proof: 
Given an ultracomposite path, (2) is necessary for ’ = 2, ---, n by 
Theorem IJJIJ. Also a, = 1, since any composite has some coordinate 


changing only once. Equation (4) is the requirement that the length of 
the path be 2” — 1. 

Conversely, suppose the given a; satisfy the stated arithmetic condi- 
tions. If n = 2, the only possibility is a, = 1, a2 = 2 and the coordinate 
sequence in question is (212). If n = 3, we are able to use a lemma of 
C. I. Shannon (Ref. 4, p. 84). Given a set of numbers b} S$ bb S --- S by 
containing a pair b,, b; with 1 < b, < b;, a flow operation is defined 
which replaces b, by b, + 1 and b, by bs — 1. Shannon shows that those 
sets of numbers which are obtainable by repeated flow operations start- 
ing from the initial set 1, 2, ---, 2” ’ are exactly those sets ai S +--+ S ay 
which satisfy our (2), (4) and a1 = 1. The lemma in question states 
that if 1, a2, ---, dn is such a flow pattern then for k = 2, ---,n 


@&=Be+C., 


where B,, ---, By, are a set of numbers (not necessarily in increasing 
order) obtainable from 1, 2, ---, 2”” by means of flows, and similarly 
for C2, +--+, Cn». By induction, (Bz, ---, B,) and (C2, ---, Cn) are them- 
selves words for some paths B and C. Then (B, 1, C) is a path having 
the word (a, ---, ax) and the theorem is proved. 

The decomposition of a, into a sum B, + C), can be done either by 
inspection or using the procedure by which Shannon’s lemma is proved. 
Thus the problem of finding a path for a given word reduces to two such 
problems in lower-dimensional cubes. Continuing, one finally requires 
only 2” paths on certain square faces of Q, . Since the decomposition 
of the a, can generally be done in several different ways, there may be 
many types of paths which can be found for a given word. 


VI. HIGHER DIMENSIONS 


For the two applications mentioned earlier, one might suppose that 

a complete list of all types of paths, or only of Hamilton lines, would 

be useful. Such tables must lengthen rapidly as n increases. For example, 

the number H,, of types of ultracomposite Hamilton lines is at least as 

large as the number of words, satisfying Theorem IV, for which az, 

++, Gm are all even. An enumeration of such words shows H; = 19. 
A rapidly increasing lower bound on H, is now given. 
Theorem V. Let so, 81, -** be defined by the recurrence 


Sng = (0 + 1)8n — (5) Sn—2 (5) 
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and the initial values so = 1, 8, = 1, Se = 2. inn Hys2 2 Sn. For large 
n, an asymptotic formula ts 
Sn (nw) Pe, (6) 
Proof: 
By Theorem IV the (mn + 1). tuple W = (2', 2’, ---, 2", 1) is a word 


for some coordinate sequence 7’. Let a pERRICAtiOn P, say k — p(k), be 
applied just to the first n coordinate. Then 7 changes to PT with the 
word (27, .--, 2? 1). The coordinate sequence S(P) = (1, n + 2, 
PT, n + 2) describes an ultracomposite Hamilton line in which the kth 
coordinate change number is 


OF ORM pS 1 en 
MP) = (3 ifk=n+lorn +2. 


Among the n! Hamilton lines S(P) there are at least as many distinct 
types as there are distinct sets of coordinate change numbers. It follows 
from the uniqueness of binary notation that 2° + 2° = 2° + 2° is equiva- 
lent to the statement that the (unordered) pairs (a, b) and (c, d) are 
the same. If one of the coordinate change numbers 2" + 2? of S(P) 
equals a coordinate change number of some other line S(P’) then P’ 
[say 7 — p’(2)] satisfies either p’(K) = p(K) or p’'[p(K)] = K. Then, 
in order for P’ to have the same set of coordinate change numbers as 
P, every cycle of P’ must either be a cycle of P or the inverse of a cycle 
of P. To get a lower bound on Hz, we may count the number s, of 
equivalence classes of permutations in which P and P’ are considered 
equivalent when every cycle of P’ is either a cycle of P or the inverse 
of a cycle of P. Precisely this enumeration is also required for Cayley’s 
problem of counting the number of terms in the expansion of a sym- 
metric determinant. In this connection, (5) and (6) were given by I. 
Schur. Derivations may be found in Polya and Szégé’s book (Ref. 3, 
Vol. 2, Ch. 7, probs. 45 and 46). 

In higher-dimensional cubes, it seems likely that the majority of the 
types of Hamilton lines will not be ultracomposite or even composite. 
To support this guess, we now construct a large class of non-composite 
lines. The last of the nine types listed for n = 4 was one such type. 
Using its coordinate sequence, (1213 --- 3), we construct sequences of 
the form 


A= (1, Av, 2, As, 1,As, #053, Aa); 


where each of A,, -::, Ais represents a path of length 2” * — 1 and 
contains only the digits 5, ---, n. We also require that 5, ---, n each 
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appear an even number of times. Each such A is the coordinate sequence 
of a non-composite Hamilton line. 
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